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TITLE 3— THE PRESIDENT 

EXECUTIVE ORDER 10790 

Amtnpment or Executive Order No. 
10530/ Providing for the Performance 
or Certain Functions Vested in or 
Subject to toe Approval or the Presi- 

m 


By virtue of the authority vested in me 
by section 301 of title 3 of the United 
Slates Code, and as President of the 
United Slates. It is ordered that subsec¬ 
tion <c> of section 1 of Executive Order 
No 10530 of May 10. 1954. entitled 44 Pro- 
ddins for the Performance of Certain 
Functions Vested in or Subject to the 
Approval of the President.' 4 be. and it is 
brreby. amended to read as follows: 

"<c) The authority vested in the Pres¬ 
ident by section 7 of the act of August 2. 
1946. ch. 744. 60 Stat. 808. as amended 
'5 U. S. C. 73b-3), to prescribe regula¬ 
tions with respect to the availability of 
Appropriations for the departments tor 
expenses of travel of Government per- 
J°tincl ‘including * new appointees), 
transportation of their immediate fami- 
* nd lruns P<>rtation of their house¬ 
hold goods and personal effects, as au- 
I° omed by the provisions of that section, 
w MntndecL" 


Dwight D. Eisenhower 
Tki White House, 

November 20.1958. 

IF. R. Doc. 58^755; Filed. Nov. 20 . 1258; 

_ 11:26 a. xn.J 

TITLE 5—ADMINISTRATIVE 
PERSONNEL 

Chopi,, I—Clvi, Service Commission 

P*m 6 —Exceptions Prom ms 
Competitive Service 

veterans administration 
active upon publication In the Pso- 
Mded T **' sub Paraeraph <9) Is 
Ou ^]o* raOTapb <a) ot 1 6,322 813 

1 ‘ r R- 3709. 3 CFB. J 054 8 upp.. p. # 6 . 


(9) Chairman ot the Planning and 
Evaluation Board. 

(R. 8. 1753. »cc. 2, 22 8Ut. 403, at amended; 
6 U. 8. C. 631. 633) 

United States Civil Serv¬ 
ice Commission. 

I seal) Wm.C.Hull, 

Executive Assistant. 

IF. R. Doc. 58-9697; Filed. Nov. 20. 1958; 
8:51 a. m.J 


Part 6—Exceptions From the 
Competitive Service 

national aeronautics and space 
administration 

Effective upon publication in the Fed¬ 
eral Register, f 6.347 (a) is added as set 
out below. 

§ 6.347 National Aeronautics and 
Space Administration. (a) One admin¬ 

istrative assistant to the Director of 
Planning and Evaluation. 

(R. S. 1753. aec. 2, 22 Stat. 403, aa amended; 
5U.8. C. 631. 633) 

United States Civil Serv¬ 
ice Commission. 

TsealI Wm C. Hull. 

Executive Assistant. 

|F. R. Doc. 58 0606; Filed, Nov. 20. 1958; 
8:61 a. m | 


TITLE 6—AGRICULTURAL CREDIT 

Chapter IV—Commodify Stabilization 
Service and Commodity Credit Cor¬ 
poration, Department of Agricul¬ 
ture 

Subchopfer 8—loom. Purchatcs, and Other 
Operation* 

(1958 C. C. C. Grain Price Support Bulletin 
1. Supp. 1. Arndt. 5. Barley | 

Part 421—Grains and Related 
Commodities 

Subpart— 1958-Crop Barley Loan and 
Puchase Agreement Program 

payments 

The regulations Issued by the Com¬ 
modity Credit Corporation and the Com- 
(Continued on p. 9053) 
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Friday 9 November 21, 1958 

modity stabilization Service published In 
23 F R 3492. 5317. 6174, 7876. and 8439 
eontflining specific requirements for the 
1458-crop barley price support program 
are hereby amended os follows: 

1. Section 421.3086 <h) is amended by 
adding the following counties and rates 
of payments per bushel: 

Amount 

California per bushel 

County: (crnM) > 

Inyo- *0.01 

Bwita Barbara ____ . oi 
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*ffo payment will be made where pur¬ 
chaser* of barley under loan have been made 
fry protlucm with Soli Bank Certtncatea. 

2. Section 421.3086 (h> Is amended 

u follows: 

California 

County rate of payments Increased 
fr&m orw» cent per bumhel to two cent* per 
buihri Stektyou County rate or jmymcnt 
tocrtawxl from rive cent* per bu&hel to seven 

«nu per bushel. 

Idaho 

UUh County rate of payment increased 
from av« cenu per bushel to six cent* per 

toahti. 

i5*c. 4. 02 8tat. 1070. as amended; 15 
L*. 6 C. 7!4b. Interpret or apply sec. 5. 

8tAt 1072, soc. SOI, 401. 63 Stat. 1053. 
IW4; 15 U. 8. C. 714c. 7 U. 8. C. 1421. 1447) 

Issued this 18th day of November 1958. 

fiwi. t Clarence L. Miller, 

Acting Executive Vice President. 
Commodity Credit Corporation. 

I* B Doc. 5B SCD5: Filed. Nov. 20. 10S8: 
6:51 a. m l 


TITLE 7 —AGRICULTURE 

Chopter IX—Agricultural Marketing 
Jtrvice (Marketing Agreements and 
fdors), Department of Agriculture 

P«T 053 Lemons Grown in California 
and Arizona 

ORDEJi AMENDING ORDER REGULATING 
HANDLING 

Th^AnH, Flndln ‘> s and determinations. 
itoJ determinations hcrcin- 

icsrfdm f0rth ftrc su PPlementary and 
natwJi* ° n i° ^ flndin «« and determi- 
???* in conn cction with the is- 
twiw ?; th * order and each of the pre- 
iHof J^ UCd anien dmenU thereto; and 
prev ! ous findings and dctcr- 
fcmid , hcreby raUflcd and af- 

SdlfiSSf ns such flndlngs 

«^lhp n ,? aUon8 may *» conflict 
khh herein ln ** and detenninati011fl set 

*Kr]nn : ?? ina J upon the ***** of the 
cultural r ^ rd - Pursuant to the Agri- 
1537^* ^irkctlng Agreement Act of 
laniaS. (48 stat. 31. as 

**♦1047) 7 ^h 8 Vk 601 * " 68 Stat * 

Pnctlrp applicable rules of 

tmd cr •' 7 ^ t , p i? ced urc effective there¬ 
in! waa v.JT 1 900) • a P ubllc bear- 
° n June 30 AnBelcfl * California, 

meat of 1958, Upon P r °P°sed amend- 
smenderi ZlL I ? arkcti UK agreement, as 
•7 CFr **°‘ 83, *■* tended 

«i* of 953 >• re ifulatlng the han- 
AiW Krown ln California and 

upon the basis of the evidence 


introduced at such hearing and the 
record thereof, it is found that: 

<1> The said order, as amended and 
as hereby further amended, and all of 
the terms and conditions thereof, will 
tend to effectuate the declared policy of 
the act; 

<2) The said order, as amended and as 
hereby further amended, regulates the 
handling of lemons grown in the desig¬ 
nated production area in the same man¬ 
ner as. and is applicable only to persons 
in the respective classes of commercial 
or industrial activity specified ln. the 
marketing agreement and order upon 
which hearings have been held; 

(3) The said order, as amended and 
as hereby further amended, is limited 
in its application to the smallest regional 
production area that is practicable con¬ 
sistently with carrying out the declared 
policy of the act; 

(4) The said order, as amended and 
as hereby further amended, prescribes, 
so far as practicable, such different 
terms, applicable to different parts of 
the production area, as are necessary to 
give due recognition to differences in the 
production and marketing of the lemons 
covered thereby: and 

(5) All handling of lemons grown ln 
the designated production area is in the 
current of interstate or foreign com¬ 
merce or directly burdens, obstructs, or 
affects such commerce. 

<bl Additional findings. It Is hereby 
found, on the basis hereinafter Indicated, 
that good cause exists for not postponing 
the effective date of this order beyond 
that hereinafter specified <60 Stat. 237: 

5 U. S. C. 1001 et seq.). The provisions 
of this order establish a new method for 
the computation of the prorate bases and 
allotments of handlers and authorize 
limitations on the sizes of lemons 
handled. Shipments of lemons are cur¬ 
rently being made from all Districts of 
the production area and are subject to 
volume restrictions; and this order 
should be made effective as soon as prac¬ 
ticable so that the benefits therefrom 
may be made available to producers and 
handlers at the earliest possible time. 
The provisions of this order arc weli 
knowm to handlers. The public hearing 
in connection therewith was held at Los 
Angeles, California, on June 30. 1958. 
and the recommended decision and the 
final decision were published in the 
Federal Register on September 16, 1958 
(23 F. R. 7137), and October 10. 1958 
(23 F. R. 7859). respectively. Copies of 
the provisions of this amendatory order 
were made available to all known in¬ 
terested parties, and compliance with 
such provisions will not require advance 
preparation on the part of persons sub¬ 
ject thereto which cannot be completed 
prior to the effective time hereof. 

(c) Determination . It is hereby de¬ 
termined that: 

(1) The agreement amending the 
marketing agreement regulating the 
handling of lemons grown ln California 
and Arizona, upon which the aforesaid 
public hearing was held, has been exe¬ 
cuted by handlers (excluding cooperative 
associations of producers who are not 
engaged in processing, distributing, or 
shipping the lemons covered by this or¬ 
der) who. during the period November 


9053 

I. 1956, through October 31. 1957. han¬ 
dled not less than 80 percent of the 
volume of lemons covered by the said 
order, as hereby amended; and 

( 2 ) The issuance of this order, amend¬ 
ing the aforesaid order, is favored , or 
approved by producers who participated 
in a referendum on the question of its 
approval and who, during the determined 
representative period * November 1, 1956, 
through October 31. 1957), produced for 
market at least two-thirds of the volume 
of lemons represented ln such referen¬ 
dum. 

It is. therefore , ordered: That, on and 
after the effective date hereof, all han¬ 
dling of lemons grown in the produc¬ 
tion area shall be in conformity to. and 
in compliance with, the terms and con¬ 
ditions of the said order, as amended, 
and as hereby further amended as 
follows: 

1. Amend $ 953.4 to read as follows: 

4 953.4 Lemons. “Lemons" means 
all varieties of lemons grown In the pro¬ 
duction area. 

2. Amend 5 953.7 to read as follows: 

5 953.7 Handle . “Handle** means to 
buy. sell, consign, transport, or ship 
lemons (except as a common or contract 
carrier of lemons owned by another 
person), or In any other way to place 
lemons, in the current of commerce be¬ 
tween the State of California and any 
point outside thereof in the continental 
United States, Alaska, or Canada or 
within the State of California, or'be¬ 
tween the State oL Arizona and any point 
outside thereof In the continental United 
States. Alaska, or Canada, or within the 
State of Arizona. The term “handle** 
docs not include (a) the sale of lemons 
on the tree; <b) the transportation of 
lemons to a packinghouse within the pro¬ 
duction area for the purpose of having 
such lemons prepared for market; or <c) 
the transportation of lemons to a stor¬ 
age within the production area under 
such rules and regulations as the com¬ 
mittee, with the approval of the Secre¬ 
tary, may prescribe. 

3. Amend 4 953.12 to read as follows: 

5 953.12 Lemons available for current 
shipment. “Lemons available for cur¬ 
rent shipment" means (a) with respect 
to Districts 1 and 3, all lemons as meas¬ 
ured by the tree crop, and <b> with 
respect to District 2. the total quantity 
of lemons which has been delivered to 
the handlers in such district during the 
preceding 20-week period. 

4. Add, after 4 953.13, the following 
new sections: 

4 953.14 Tree crop. “Tree crop" 
means the total quantity of lemons on 
the trees as determined by the committee. 

4 953.15 Production area. “Produc¬ 
tion area** means the State of Arizona 
and that part of the State of California 
south of the 37th Parallel. 


5. Delete the provisions of 18 953 20 
through 953.23 and substitute therefor 
the following: 

4 953.20 Establishment and member - 
ship. There is hereby established a 
Lemon Administrative Committee con¬ 
sisting of thirteen members, for each of 







9031 


RULES AND REGULATIONS 


whom there shall be an alternate mem¬ 
ber who shall have the same qualifica¬ 
tions as the member. Eight of the mem¬ 
bers and their respective alternates shall 
be growers. Four of the members and 
their respective alternates shall be han¬ 
dlers, or employees of handlers, or em¬ 
ployees of central marketing organiza¬ 
tions. One member of the committee 
and an alternate of such member shall be 
nominated as provided in ( 953.22 tf>. 
The eight members of the committee who 
shall be growers are referred to in this 
part as "grower* members of the com¬ 
mittee and the four members who shall 
be handlers, or employees of handlers, 
or employees of central marketing or¬ 
ganizations are referred to In this part 
as "handler" members of the committee. 

$ 953.21 Term of office . The term of 
office of committee members and alter¬ 
nate members shall be a period of two 
years beginning on November 1 of each 
even numbered year except that the term 
ending on October 31. 1960. shall begin 
on the date designated by the Secretary. 
Members and alternates shall serve in 
such capacities for the portion of the 
term of office for which they are selected 
and qualify and until their respective 
successors are selected and have quali¬ 
fied. 

3 953 22 Nominations, fa) The time 
and manner of nominating members and 
alternate members of the committee 
shall be prescribed by the Secretary. 

(b) Any cooperative marketing organ¬ 
ization. or the growers affiliated there¬ 
with. which marketed more than 60 per¬ 
cent of the total volume of lemons dur¬ 
ing the fiscal year in which nominations 
for members and alternate members of 
the committee are submitted, shall nomi¬ 
nate four grower members, four alter¬ 
nate grower members, two handler mem¬ 
bers. and two alternate handler members 
of the committee. At least one of the 
nominees for member or alternate mem¬ 
ber shall be a grower in District 1, and at 
least one of the nominees for member or 
alternate member shall be a grower in 
District 3. 

<c) All cooperative marketing organ¬ 
izations which market lemons and which 
are not qualified under paragraph <b) of 
this section, or the growers affiliated 
therewith, shall nominate two grower 
members, two alternate grower members, 
one handler member, and one alternate 
handler member. 

<d> All growers who are not affiliated 
with a cooperative marketing organiza¬ 
tion which markets lemons shall nomi¬ 
nate two grower members, two alternate 
grower members, one handler member, 
and one alternate handler member. 

to When voting for nominees, each 
grower shall be entitled to cast one vote 
which shall be east on behalf of himself, 
his agents, subsidiaries, affiliates, and 
representatives. The votes of coopera¬ 
tive marketing organizations voting pur¬ 
suant to paragraph (c) of this section 
shall be weighted in accordance with the 
volume of lemons handled during the 
current fiscal year to the end of the 
month preceding the month in which 
such nominations are made. 

<f> The members of the committee 
selected by the Secretary pursuant to 
| 953.23 shall, by a concurring vote of 


at least seven members, nominate a 
member and an alternate member of the 
committee, which persons shall not be 
growers or handlers, or employees, 
agents, or representatives of a grower or 
handler <oth6f than a charitable or edu¬ 
cational institution which is m grower or 
handler), or of a central marketing 
organization. 

5 953.23 Selection . From the nomina¬ 
tions made pursuant to § 953.22 <b) or 
from other qualified growers and han¬ 
dlers. the Secretary shall select four 
grower members of the committee and 
an alternate to each of such grower 
members; also two handler members of 
the committee and an alternate to each 
of such handler members. At least one 
of the growers so selected shall be a 
grower of lemons in District 1 and at 
least one such grower shall be a grower 
of lemons in District 3. Prom the nom¬ 
inations made pursuant to 3 953.22 (c) 
or from other qualified growers and 
handlers, the Secretary shall select two 
grower members of the committee and 
an alternate to each of such grower 
members; also one handler member of 
the committee and an alternate to such 
handler member. From the nomina¬ 
tions made pursuant to $ 953.22 (d) or 
from other qualified growlers and han¬ 
dlers. the Secretary shall select two 
grower members of the committee and 
an alternate to such grower members; 
also one handler member of the commit¬ 
tee and an alternate to such handler 
member. From the nominations made 
pursuant to 3 953.22 if) or from other 
qualified persons, the Secretary shall se¬ 
lect one member of the committee and 
an alternate to such member. 

6. Delete 3 953.28 and substitute there¬ 
for the following: 

* 5 953.28 Procedure . (a) Seven mem¬ 
bers of the committee shall constitute 
a quorum and any action of the com¬ 
mittee shall require seven concurring 
votes. Insofar os practicable, the grow¬ 
ers of lemons in Districts 1 and 3 W’ho 
were selected to membership on the com¬ 
mittee shall attend, and serve as mem¬ 
ber at, each meeting of the committee to 
consider regulations applicable to lemons 
shipped from the respective district. 

<b> The committee may vote by tele¬ 
graph, telephone, or other means of com¬ 
munication, and any votes to cast shall 
be confirmed promptly in writing. If 
an assembled meeting is held, all votes 
shall be cast In person, 

7. Delete paragraph (J) of 3 953.31 
and substitute therefor the following: 

<j> To prepare and mail as soon as 
practicable after the close of each fiscal 
year an annual report to the Secretary 
and to each handler and grower who 
makes a request therefor, which report 
shall cover the operations of the previous 
fiscal year and contain at least a com¬ 
plete review by prorate districts of (1) 
the weekly regulatory operations and 
lemon movement during the fiscal year 
as conducted under the marketing policy 
established pursuant to 3 953.50. and (2) 
the data upon which prorate bases are 
determined; and 

<k) With the approval of the Secre¬ 
tary, to reapportion the number of 


grower members or handler members na 
the Lemon Administrative Comm ttp? 
who are nominated pursuant to 
Any such changes shall be based i,:- 
as practical, upon the propu note 
amount of lemons handled by :: > 

tive types of markciing orgir. I 

Provided, That each grower de¬ 

scribed in 1 953.22 shall be rr i j 
nominate at least onr groVv » 1 i; _* | 

handler member together with n.cir r<- I 
spec tive alternates. 

8. Amend 3 953.50 to read as follow*: 

3 953.50 Marketing policy. Finch year 
prior to the recommendation for refla¬ 
tion for prorate Districts ! and 3 and 
not later than November 15 in the cs^ 
of District 2, the committee fhal! hold 
for each of said districts a mnikeunj 
policy meeting and shall thereafter sub¬ 
mit to the Secretary its market in ; policy 
for such district. Such marketing policy 
shall contain the following information: 
(a) The available supplies of lemons in 
the prorate district. Including estimated 
quality and composition of sizes; <b> the 
estimated utilization of the crop, show¬ 
ing the quantity and percentages of the 
crop that will be marketed in domestic, 
export, and by-product channels, to¬ 
gether with quantities otherwise to be 
disposed of; (c) a schedule of climated 
w eekly shipments to be recommended to 
the Secretary during the ensuing sea¬ 
son; (d) level and trend of cor.suraer 
income; (e) estimated supplies of com¬ 
petitive citrus commodities; and <f> any 
other pertinent factors bcariiu: on the 
marketing of lemons. In the event that 
It becomes advisable to substantially 
modify such marketing policy the com¬ 
mittee shall submit to the Secretary a 
revised marketing policy setting forth 
the Information as required in this 
section. 


9. Amend 3 953.53 by deleting para¬ 
graphs (b) through (g) and subsLtutins 
therefor the following: 


<b> Such application shall be substan¬ 
tiated by such Information as the com¬ 
mittee may require. With respect to each 
such application filed by handlers in 
Districts 1 and 3. It shall include at least 
(1) the name and address of the grower 
or duly authorized agent, if any, for eacn 
grove or portion thereof, the fruit c 
which is included In the quantity « 
lemons available for current shipment 
by the applicant; (2) an accurate de¬ 
scription of the location of each suen 
grove or portion thereof, including tn 
number of acres contained therein, awj 
(3) on estimate of the total quantity « 
lemons available for current 
by the applicant in terms of a unit w 
measure designated by the committee, 
(c) Such application shall ^ clv z 
only such lemons available for curren 
shipment which the applicant conl 
(1) by having legal title or posjgg 
thereof, or <2> by a bona Ode wnwcu 
contract or agreement under wok* r 
applicant has authority to handle 
has contracted to buy such lc® 0I *f; t 
an applicant controls lemons P urb * h 
to subparagraph (2) of this partu* 
he shall submit to the committee iv copy 
of each type of such contract or s«t 
ment to the committee, together 
statement that no other types ^ 
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contract* or agreements are used, and 
shall maintain a file of all original con¬ 
tracts or agreements evidencing such 
control which shall be subject to ex¬ 
amination by the committee. 

<d> II the quantity of lemons avail¬ 
able for current shipment by any han¬ 
dler is increased or decreased by the 
acquisition or loss of the control required 
by paragraph (c) of this section, such 
person shall submit promptly a report 
thereon to the committee upon forms 
made available by It. which report shall 
be verified in such manner as the com¬ 
mittee may require. 

(e) If any handler gains or loses con¬ 
trol of lemons as required by paragraph 
<CJ of this section, there shall be a cor¬ 
responding increase or decrease in the 
quantity of lemons available for cur¬ 
rent shipment by such handler. If it is 
determined by the committee that any 
handler who has lost control of lemons 
as required by paragraph (c) of this sec¬ 
tion hus handled a quantity of such 
tenons less than the quantity that could 
have been handled under the allotments 
teaed thereon, the quantity of lemons 
available for current shipment by such 
hondlt r shall be adjusted by deducting 
therefrom, over such period as may be 
determined by the committee, a quantity 
of lemons equivalent to the quantity 
upon which allotments were issued but 
which were not utilized thereon. 

if > The committee shall determine the 
accuracy of the information submitted 
pursuant to this section. Whenever the 
committee finds that there is an error, 
omission, oi inaccuracy in any such in¬ 
formation. it shall correct the same and 
•hall give the handler who submitted 
such report a reasonable opportunity to 
uhcuvs with the committee the factors 
considered in making the correction. U 
« is determined that on error, omission, 
or Inaccuracy has resulted in the estab- 
asnmcn: of a smaller or a larger quan¬ 
tity of lemons available for current ship- 
ment than that to which a hnndler was 
»under this part, such quantity 
wall be Increased or decreased, over such 
Period as mny be determined by the com- 
ky an amount necessary to cor¬ 
rect the error, omission, or inaccuracy. 

urafrl Ea 5** wce,c durin ® the marketing 
wwon when volume regulation is likely 
w oe recommended for a particular dix- 
ct the committee shall compute the 
Mini T^ UUy °* lemons available for 
2?!®* by each handler who 

for a prorate base and for 
ln suc *t district. On the basis 
uc** computation, the committee 
. a prorate base for each handler 
K X ri 5 pitied thereto. Such prorate 
,TT ****** the ratio between 
for quanUt y lemons available 
in fh/ rtm by each applicant 

<Juam,,v Ur f t ^ Ular dUtrlct and lota' 
5Zni y .°‘ ,cmons available for current 
25®! ln * u ch district by all such 
w*canis. The committee shall notify 
for ™ ry of the P rora te base fixed 

*uch hInH. andlCr and shal1 notif y cach 
f whim tUUW ° f lhc l)rorate base fixed 

I®- Amend f 953.60 to read as follows: 


1 953.60 Transfer of allotment. 
Allotments may be transferred from one 
handler to another only ln accordance 
w ith the provisions of **953.59 and 
953.63. 

11. Amend the first sentence in para¬ 
graph <b) of 5 953.62 to read as follows: 
"Any central marketing organization 
which, pursuant to paragraph (a> of this 
section, receives information from the 
committee regarding the prorate bases 
and allotments applicable to the han¬ 
dlers for whom it markets lemons, and 
which arranges allotment transactions 
for or on behalf of such handlers, shall 
keep records, for a period of three years, 
which will accurately reflect all such 
allotment transactions, and such records 
shall be subject to examination by the 
committee and the Secretary." 

12. Amend 1 953.64 to read as follows: 

5 953.64 Districts. The production 
area shall be divided into three prorate 
districts, as follows: 

(a) "District 1" shall include that part 
of the State of California which U south 
of the 37th Parallel and north of a line 
drawn due east and west through Gor¬ 
man. California, but shall exclude that 
part of San Bernardino County located 
east of the 115th Meridian. 

(b) "District 2" shall include that part 
of the State of California which is south 
of District 1, and west of a line drawn 
due north and south through White 
Water. California. 

<c> "District 3" shall include the State 
of Arizona and that part of the produc¬ 
tion area not included in Districts 1 
and 2. 

13. Add. after * 953.64, the following 
new sections: 

* 953 65 Recommendations for size 
regulation, (a) Whenever the commit¬ 
tee finds that the supply and demand 
conditions for sizes of lemons make it 
advisable to regulate ln any prorate dis¬ 
trict the handling of lemons during any 
period, it shall recommend to the Secre¬ 
tary the sizes of lemons grown in such 
prorate district which it deems advisable 
to be handled during the said period. 
The committee shall promptly submit 
such findings and recommendations, to¬ 
gether with supporting information, to 
the Secretary. 

<b) In making Its recommendations 
the committee shall give due considera¬ 
tion to the factors referred to in 
*953.51 (b). 

* 953.66 Issuance of size regulations. 
Whenever the Secretary shall find, from 
the findings, recommendations, and in¬ 
formation submitted by the committee, 
or from other available information, 
that to limit the handling of lemons by- 
size in any- prorate district would tend to 
effectuate the declared policy of the act. 
he shall fix the sizes of lemons grown in 
each such prorate district which may bo 
handled during the specified period. 
When any- such size regulation restricts 
the handling of a portion of a specified 
size, the quantity of such size that may 
be handled by a handler during a par¬ 
ticular week shall be fixed as a percent¬ 
age of (a> the weekly allotment issued to 
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such handler when volume regulation Is 
in effect, and <b> the total weekly volume 
handled by such handler w r hcn volume 
regulation is not ln effect. The commit¬ 
tee shall be informed immediately of any 
such regulation issued by the Secretary 
and the committee shall promptly give 
adequate notice thereof to all handlers, 

S 953.67 Exemptions from size regu - 
lotion . in the event lemons are regu¬ 
lated pursuant to * 953.66. the committee 
shall issue one or more exemption cer¬ 
tificates to any producer who furnishes 
evidence satisfactory to the committee 
that he will be prevented by reason of 
such regulation from having as large a 
proportion of his lemons handled as the 
average proportion of lemons which may 
be handled by all other producers in the 
same prorate district. Such exemption 
certificate shall permit the respective 
producer to whom the certificate Is issued 
to handle or have handled a percentage 
of his lemons equal to the percentage 
determined as aforesaid. Handling of 
lemons under exemption certificates is¬ 
sued pursuant to this section shall be 
subject to and limited by such regula¬ 
tions as may be effective under * 953.52 
at the time of the respective shipment. 
The committee shall adopt, with the ap¬ 
proval of the Secretary, procedural rules 
by which such exemption certificates will 
be issued to producers. Such exemption 
certificates may be transferred to han¬ 
dlers w'hcn accompanied by lemons 
covered by such certificates. 

14. Delete the second sentence of 
5 953.80 and substitute therefor the fol¬ 
lowing: ‘ The committee, with the ap¬ 
proval of the Secretary, may establish 
minimum quantities and types of ship¬ 
ments which shall be free from regula¬ 
tion under this subpart: and may pre¬ 
scribe such safeguards as may be 
necessary to prevent lemons which are 
exempt from regulation pursuant to this 
section from entering channels of trade 
for other than the specific purposes au¬ 
thorized by this section.** 

(Sec. 5. 49 Stttt. 753, as amended; 7 U. S. C. 
608c) 

Issued at Washington. D. C.. this 17th 
day of November 1958. The terms and 
conditions of this order other than the 
amendment of 5* 853.12 and 953.53 shall 
become effective upon publication in the 
Fxdekal Register. The amendment of 
**953.12 and 953.53 shall become effec¬ 
tive on November 30.1958. as to Districts 
1 and 3, and on January 18, 1959. as to 
District 2. 

tSEAL] True D. Morse. 

. Acting Secretary . 

(F. R. Doc. 58-0670: Filed, Nov. 20. 1958;. 

8:47 a. m.) 


[Avocado Order 16. Amdt. 61 

Part 969 —Avocados Grown in Sotmr 
Florida 

LIMITATION OF SHIPMENTS 

Findings. (1) Pursuant to the mar¬ 
keting agreement, as amended, and Or- 1 
der No. 69, as amended (7 CFK Port 969) J 
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regulating the handling of avocados 
grown in south Florida, effective under 
the applicable provisions of the Agricul¬ 
tural Marketing Agreement Act of 1937. 
as amended (7 U. S. C. 601 ct seq.). and 
upon the basis of the recommendations 
of the Avocado Administrative Commit¬ 
tee. established under the aforesaid mar¬ 
keting agreement and order, and upon 
other available information, it is hereby 
found that the limitation of handling of 
avocados, as hereinafter provided, will 
tend to effectuate the declared policy of 
the act. 

<2> It is hereby further found that it 
Is impracticable, unnecessary, and con¬ 
trary to the public interest to give pre¬ 
liminary notice, engage in public 
rule-making procedure, and postpone the 
effective date of this amendment until 
30 days after publication thereof in the 


Federal Register (60 Stat. 237; 5 U. S. C. 
1001 et seq.) in that the time Intervening 
between the date when information upon 
which this amendment is based became 
available and the time when this amend¬ 
ment must become effective in order to 
effectuate the declared policy of the act 
is insufficient, and this amendment re¬ 
lieves restriction on the handling of the 
Taylor variety of avocados. 

It is, therefore , ordered . That the pro¬ 
visions of paragraph (b) of 3 969.316. as 
amended <23 F. R. 4349, 5476. 6318, 7343, 
7943. 8047>. are hereby further amended 
by revising the dates appearing in 
Columns (4), <6). and (8) of Table I 
applicable to the Taylor variety so that 
after such revision the portion of such 
table applicable to such variety shall read 
as follows: 


Variety 

Dote 

Minimum 
weight or 
diameter 

Date 

Minimum 
wrlrht or 
din me tor 

Date 

Minimum 
weight 4»r 
diameter 

Date 

Cl) 

(9 

CD 

(4) 

(5) 

(«) 

(7) 

(W 

Taylor.— 

11-17 » 

14 OK, 

3>U»IL 

11-34-56 

It 00. 

| 3»(« in. 


| 0 of. 

2>H« In. 

I 12 JO-ill 


The provisions of this amendment 
shall become effective at 12:01 a. m., 
e. s. t„ November 24.1958. 

(Sec. 5, 49 Stat. 753. os amended; 7 U. S. C. 
6000 

Dated: November 18.1958. 

CsealI 8. R Smith. 

Director, Fruit and Vegetable 
Division , Agricultural Mar¬ 
keting Service . 


Tex., with violating the labeling, in¬ 
voicing. and advertising requirements of 
the Fur Products Labeling Act. 

Following acceptance of an agreement 
for a consent order, the hearing ex¬ 
aminer made his initial decision and 
order to cease and desist wlilch became 
on October 16 the decision of the Com¬ 
mission. 

The order to cease and desist is as 
follows: 


IP. R. Doc. 58 9602: Plied, Now 20. 1958; 
8:50 a. m.| 


TITLE 16—COMMERCIAL 
PRACTICES 

Chapter I —Fedora! Trade Commission 

(Docket 7155) 

Part 13— Digest of Cease and Desist 
Orders 

RONAY FURS, INC., AND WILLIAM C. MULLEN 

Subpart— Advertising falsely or mis¬ 
leadingly : $ 13,73 Formal regulatory and 
statutory requirements: Fur Products 
Labeling Act; l 13.156 Prices: Compara¬ 
tive. S u b p a r t —Invoicing products 
falsely: t 13.1108 Invoicing products 
falsely: Fur Products Labeling Act. Sub¬ 
part— M i sbr an din g or mislabeling: 
5 13.1212 Formal regulatory and statu¬ 
tory requirements: Fur Products Label¬ 
ing Act. Subpart— Neglecting, unfairly 
or deceptively , to make material dis¬ 
closure: l 13.1845 Composition: Fur 
Products Labeling Act; I 13.1852 Formal 
regulatory and statutory requirements: 
Fur Products Labeling Act; 3 13.1865 
Manufacture or preparation ; Fur Prod¬ 
ucts Labeling Acu 

(Sec. C. 38 Stat 721: 15 0- S. C. 46. Interpret 
or apply sec. 5. 88 Stat. 719. cut amended; »ec. 
8. 65 Stat. 179; 16 U. S. C. 45. 69f) |Ceiu* and 
dveUt order. Ronny Pur*. Inc., et al.. Dallas. 
Tex . Docket 7155. Oct. 10. 10581 

This proceeding was heard by a hear¬ 
ing examiner on the complaint of the 
Commission charging* a furrier in Dallas, 


It is ordered. That respondents Ronay 
Furs, Inc., a corporation, and its officers, 
and William C. Mullen, Individually and 
as an officer of said corporation, and re¬ 
spondents' representatives, agents and 
employees, directly or through any cor¬ 
porate or other device, in connection with 
the introduction into commerce, or the 
sale, advertising, or offering for sale, in 
commerce, or the transportation or dis¬ 
tribution in commerce, of fur products, 
or In connection with the sale, advertis¬ 
ing. offering for sale, transportation, or 
distribution of fur products which have 
been made in whole or in part of fur 
which has been shipped and received in 
commerce as “commerce", "fur" and 
"fur product" are defined In the Fur 
Products Labeling Act, do forthwith 
cease and desist from: 

A. Misbranding fur products by: 

1. Failing to affix labels to fur products 
showing: 

(a> The name or names of the animal 
or animals producing the fur or furs 
contained in the fur product as set forth 
In the Fur Products Name Guide 
and ns prescribed under the rules and 
regulations. 

0» That the fur product contains or 
U composed of used fur. when such is the 
fact. 

<c> That the fur product contains or 
is composed of bleached, dyed or other¬ 
wise artificially colored fur, w T hen such is 
the fact. 

(d> That the fur product is composed 
In whole or in substantial part of paws, 
tails, bellies, or waste fur. when such is 
the fact. 


(c> The name, or other Identification 
Issued and registered by the Commis¬ 
sion. of one or more persons who manu¬ 
factured such fur product for introduc¬ 
tion into commerce, Introduced it into 
commerce, sold it in commerce, adver¬ 
tised or offered it for sale, or Iran: ported 
or distributed it in commerce 

<f > The name of the country o? origin 
of any imported furs used in the fur 
product. 

2. Setting forth on labels attached to 
fur products: 

(a) Information required under sec¬ 
tion 4 (2) of the Fur Products Libeling 
Act and the rules and regulations there¬ 
under in handwriting. 

(b) Information required under sec¬ 
tion 4 (2) of the Fur Products Libeling 
Act and the rules and regulations there¬ 
under mingled with nonrequired Infor¬ 
mation. 

B. Falsely or deceptively invoicing fur 
products by: 

1. Failing to furnish invoices to pur¬ 
chasers of fur products showim 

(a) The name or names of th»* animal 
or animals producing the fur or furs con¬ 
tained in the fur product as set forth in 
the Fur Products Name Guide and ai 
prescribed under the rules and regula¬ 
tions. 

(b> That the fur product contains or is 
composed of used fur. when such is the 
fact. 

(c) That the fur product contains or 
is composed of bleached, dyed, or other¬ 
wise artificially colored fur, when such u 
the fact. 

<d> That the fur product Is compos™ 
in w T hole or in substantial part of 
tails, bellies, or waste fur. when such » 
the fact, 

<e> The name and address of the per¬ 
son issuing such invoice. 

(f) The name of the country of origin 
of any imported fur contained :n a iur 
product. 

C. Falsely or deceptively admtlsin* 
fur products through the use of any »“* 
vertlsement. representation, public an¬ 
nouncement. or notice which is lntenaea 
to aid. promote, or assist, directly or in¬ 
directly in the sale or offering for sale ox 
fur products, and which: 

1. Falls to disclose: , 

(a) The name or names of the animw 

or animals producing the fur or iu 
contained In the fur product, as set fona 
In the Fur Products Name Guide. «>“ ** 
prescribed under the rules and resma- 

tlt fb» That the fur product contains or ** 
composed of bleached, dyed or other¬ 
wise artificially colored fur. when sue 

is the fact. . 

2. Represents, directly or by toplic* 

tion. that the regular or usual price 
any fur product is any amount wnw ~\. 
In excess of the price at re^ 

ents have usually and customarily^ 
such products -in the recent * 
course of their business. H {n2 

D. Makes use of comparative P ^ 
claims or claims that prices are re V 
from regular or usual prices uific» the« 
are maintained by respondents f ill 
adequate records dlscloring Uw 
upon which such claims and r J ie) 
tions are based as required b> R i 

of the rules and regulations. 
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By “Decision of the Commission-, etc., 
report of compliance was required as fol¬ 
lows: 

tt is ordered. That the respondents 
herein shall within sixty (60) days after 
service upon them of this order, file with 
the Commission a report in writing set¬ 
ting forth in detail the manner and form 
tn which they have complied with the 
order to cease and desist. 

Issued; October 16.1958. 

By the Commission. 

(seal) Robert M. Parrish. 

Secretary. 

IT R Doc. 53-9683; FUed. Nov. 20. 1988; 

8:48 a m.] 


(Docket 71811 

Put 13—Digest or Cease and Desist 
Orders 


UNITED STATES ASPHALT CORF. ET AL. 

Subpurt —Advertising falsely or mis- 
\tsAxngly; $ 13.155 Prices: Discount sav¬ 
ings; 1 13 205 Scientific or other relevant 
fats; 8 13.240 Special or limited offers. 
Subpart —Misrepresenting oneself and 
poodi—Prices: 5 13.1800 Discounts . 

f5*c « 38 StAt. 721: 18 U. 8. C. 48. Interpret 
or Apply aec 5. 38 Stat. 710, u amended: 15 
C. 8 C. 45) |Cea»c and dcafet order. United 
Bute* Asphalt Corporation (New York. N. Y.) 
rt it. Docket 7181. Oct. 18. 1958J 

In the Matter of United States Asphalt 
Corporation , a Corporation, and Stan- 
icy Ugum, and Alvin Legum . Individ- 
Rflfly and as Officers of Said Corpora¬ 
tion 


This proceeding was heard by a hear¬ 
ing examiner on the complaint of the 
commission charging distributors in 
New York City with misrepresenting the 
wiilabimy and price of their “Neva- 
Asbcsto* Root Coating- by mis- 
jawinp advertising letters advising 
^oepects falsely of -substantial dis- 
r™* offered on purported overages 
iron shipments to other purchasers In 

* particular locality. 

tlCce P^noe of an agreement con- 
a consent order, the hearing ex- 
r.^ ne . r made hts initial decision and 
I?cease and desist which became 
^OcU)oer 16 the decision of the Com- 

cease and desist is as 

etlti! °; dc ™ d - That respondents United 
tton .r. A f!’. tla L Cor l X)r8t i° I i. a corpora- 
tnd Akl lte , 0fflc * re - Stanley Legum 
omi** I^«um. individually and as 
corporate respondent, and 
IK^ U ‘ aKcnts - representatives, 
j,’ r ’ 01 cea . directly or tbrougb any 

• u? . r ? le or other device, in connection 

tribal ° ff ? rin * for “*«• salc - aad dls- 
othrr n r °oflng material or any 
ln comi »erce. os “com- 
^ dc,fincd b T Federal Trade 
Act, do forthwith cease and 

^Plication • rCPreS€nUnfi dlrectly or by 
^ a certain sale of their prod- 
sn^* 4 r^, n ma<,c to ft purchaser in a 
e locaUty. unless such is the fact; 


2. That respondents have an overage 
or surplusage of their product in a cer¬ 
tain area as a result of a certain sale, 
unless such Is the fact; 

3. That any amount is respondents* 
regular price for a product when such 
amount is in excess of the price at which 
respondents sell such product in their 
normal and usual course of business; 

4. That any amount is a reduced price 
for a product unless It is less than the 
price at which respondents sell their 
product in their normal and usual course 
of business. 

By “Decision of the Commission-, etc., 
report of compliance was required as 
follows: 

It is ordered, That the above-named 
respondents shall, within sixty « 60) days 
after service upon them of this order, 
flic with the Commission a report in 
writing, setting forth in detail the 
manner and form in which they have 
complied with the order to cease and 
desist. 

Issued: October 16.1958. 

By the Commission. 

f&EALl Robert M. Parrish. 

Secretary. 

(F. R. Doc. 58-9684; Filed, Nov. 20, 1958: 

8:48 a. m.J 


|Docket 7197J 

Part 13 —Digest or Cease and Desist 
Orders 

SKYE PUBLISHING CO., INC.. IT AL. 

Subpart— Neglecting , unfairly or de¬ 
ceptively , to make material disclosure: 
I 13.1880 Old, used, reclaimed, or reused 
as unused or new . 

.(Sec 8. 38 SUt. 721: 15 U 8 C. 48. Interpret* 
or applies «ec. 5, 58 8tat. 719. aa amended: 
16 U. S. C. 45) (Cease and desist order, 
8kye Publishing Company. Inc., et al.. New 
York. N. Y„ Docket 7197, Oct, 18. 1958J 

In the Matter of Skye Publishing Com¬ 
pany, Inc., a Corporation, and Arthur 
Bernhard . Alan Sills and Robert Salo¬ 
mon, Individually and as Officers of 
Said Corporation 

This proceeding was heard by a hear¬ 
ing examiner on the complaint of the 
Commission charging publishers of mag¬ 
azines in New York City with selling 
reprinted publications and magazine ar¬ 
ticles without clearly disclosing that they 
had been previously published. 

After acceptance of an agreement con¬ 
taining consent order, the hearing exam¬ 
iner made his initial decision and order 
to cease and desist which became on 
October 16 the decision of the Com¬ 
mission. 

The order to cease and desist is as 
follows: 

It is ordered. That respondent Skye 
Publishing Company. Inc., a corporation, 
and its officers, and Arthur Bernhard, 
Alan Sills and Robert Salomon, individ¬ 
ually and as officers of said corporation, 
and respondents’ representatives, agents 
and employees, directly or through any 
corporate or other device, in connection 
with the offering for sale, sale or dis¬ 


tribution of magazines or any other pub¬ 
lications in commerce, as “commerce" 
is defined in the Federal Trade Commis¬ 
sion Act, do forthwith cease and desist 
from: 

1. Offering for sale or selling any re¬ 
printed magazine or other publication, 
unless the word "reprinted" or any other 
word or phrase stating with equal clar¬ 
ity that said magazine or other publi¬ 
cation is a reprint, appears in clear, con¬ 
spicuous type upon the front cover and 
upon the title page of the magazine or 
other publication, either ln connection 
with the name of the magazine or in 
another position adapted readily to at¬ 
tract the attention of a prospective pur¬ 
chaser. 

2. Offering for sale or selling any maga¬ 
zine or other publication which contains 
reprints of articles previously published, 
unless a statement which reveals that the 
article has been previously published, 
appears in clear, conspicuous type upon 
the title page of the magazine or other 
publication and upon the page where the 
article appears or in another position 
adapted readily to attract the attention 
of a prospective purchaser. 

By "Decision of the Commission", etc., 
report of compliance was required as fol¬ 
lows: 

It is ordered. That the respondents 
herein shall within sixty <60) days after 
service upon them of tills order, file with 
the Commission a report in writing set¬ 
ting forth in detail the manner and form 
in which they have complied with the or¬ 
der to cease and desist. 

Issued: October 16. 1958. 

By the Commission. 

I seal! Robert M. Parrish, 

Secretary . 

(F. R. Doc. 58 9865: Filed, Nov, 20. 1958; 

8:46 a. m J 


TITLE 22—FOREIGN RELATIONS 

Chapter I—Deparfment of Stole 

(Dept. Reg 108382J 

Part 41— Documentation of Nonimmi¬ 
grant Aliens Under the Immigration 
and Nationality Act 

Part 42—Documentation or Immigrants 
Under the Immigration and Nation¬ 
ality Act 

MISCELLANEOUS AMENDMENTS 

Parts 41 and 42. Chapter I. Title 22 of 
the Code of Federal Regulations, are 
hereby amended In the following re¬ 
spects: 

1. Paragraph (c) Personal appearance 
of } 41.9 Application for nonimmigrant 
visas is amended to read as follows: 

<c) Personal appearance. Except as 
otherwise provided ln this paragraph, 
every alien who makes application for a 
nonimmigrant visa shall be required to 
appear In person before a consular officer 
to execute Form 257. The requirement 
of personal appearance may be waived 
ln the discretion of the consular officer 
in the case of any alien (X) who is within 
a class of nonimmigrants described ln 
section 101 (a) (15) (A) or secUon 101 
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(a) (15) <G* of the act. (2) who Is with¬ 
in a class of nonimmigrants who are 
eligible to receive diplomatic visas. (3) 
who Is within a class of nonimmigrants 
classifiable under the visa symbol NATO- 

1. NATO-2, NATO-3 or NATO-4, or (4) 
who Is a child under ten years of age. If 
a waiver of personal appearance 1s 
granted, the application form shall be 
completed by the consular officer from 
available information relating to the 
alien. 

2. Paragraph (g> Disposition of sup¬ 
porting documents of 5 41.10 Documents 
required in connection with application 
for nonimmigrant visa; medical exami¬ 
nation; police certificates is amended to 
read as follows: 

(g> Disposition of supporting docu¬ 
ments. (1) When issuing a nonimmi¬ 
grant visa to any alien, the consular 
officer shall return to the alien for pres¬ 
entation to the immigration authorities 
at the port of entry the original of all 
supporting documents furnished by the 
alien with his application, except police 
and medical certificates which shall be 
disposed of os provided in paragraph 
(ei of this section. The duplicate of 
each such document shall be retained at 
the consular office In the discretion of 
tlie consular officer or returned to the 
alien. If the duplicate is returned to 
the visa recipient an appropriate nota¬ 
tion to that effect shall be made on the 
index card which contains the record of 
visa issuance. 

<2> When refusing a nonimmigrant 
visa to any alien, a consular officer may 
return to such alien the original of all 
supporting documents furnished by the 
alien with his application. The duplicate 
of each document upon which the visa 
refusal is based and the duplicate of each 
document which indicates a possible 
ground of Ineligibility to receive a visa 
whether or not related to the ground 
of refusal shall be retained at the con¬ 
sular office and filed with the memo¬ 
randum of refusal. Duplicates of other 
documents may be returned to the alien 
in the consular officer’s discretion. 

3. Paragraph (b) Form of nonimmi¬ 
grant visa stamp of 5 4112 Procedure 
in issuing nonimmigrant visa is amended 
to read as follows: 

(b) Form of nonimmigrant visa stamp. 
The nonimmigrant visa stamp shall be 
in the following form or in such other 
form as may be prescribed by the 
Department: 


(Title of office) 

(Seal) 

(Location) 

Nonimmigrant Visa ( ) 

No._ Date- 

To:....... 

Valid far__applications for 

admission Into the United States if 
presented before-—-- 

Consul 


4. Paragraph (d> Registration on or 

after December 24. 1952 of 5 42.20 

Immigrant waiting lists is amended to 
read as follows: 

(d) Registration on or after Decem¬ 
ber 24. 1952. Except as provided in 
5 42.25 (b). the registration of a quota 
immigrant on a waiting list may be ef¬ 
fected upon the basis of an application 
for registration properly executed by the 
immigrant and received in the mail room 
of the consular office from such immi¬ 
grant. or by any clear indication of an 
intention to immigrate Into the United 
Slates which was contemporaneously 
recorded In the files of an American con¬ 
sular oflice abroad or of the Department 
of State. When an application for regis¬ 
tration is received at a consular office the 
date, as well as the hour and minute 
wherever practicable, of the receipt of 
such registration application form shall 
be noted thereon and shall constitute 
the registration priority under which 
the applicant’8 name shall be registered 
In the proper category on the appropri¬ 
ate waiting list. 

5. Paragraph <d) Photographs of 
5 42.30 Application for immigrant visa is 
amended to read os follows: 

<d) Photographs. Each applicant 
shall be required to furnish, with his ap¬ 
plication for an immigrant visa three 
identical copies of his photograph. The 
photographs shall reflect a reasonable 
likeness of the alien at the time they are 
furnished, be Inches square, un¬ 
mounted. show a full front view without 
head covering and be printed on a light 
background. Each copy of such photo¬ 
graph shall be signed by the person 
making an application in such a way 
as not to obscure the alien's features. 
One copy of such photograph shall be 
attached to Form 255a and another to 
Form 256b. The third copy shall be 
enclosed in a sealed envelope which shall 
be appended to Form 256a. 

6. Paragraph <b> Exceptions of 5 42.36 
Passport requirement for immigrants 
shall be amended to read as follows: 

<b) Exceptions. An Immigrant within 
any of the following categories shall not 
be required to present a passport in ap¬ 
plying for an immigrant visa: 

(1) An immigrant who is a stateless 
person or an accompanying spouse or un¬ 
married son or daughter under twenty- 
one years of age of such immigrant; 

(2) An immigrant who is a national of, 
and is applying for an immigrant visa 
outside of. a communist-controlled coun¬ 
try and who. because of his opposition 
to Communism, is unwilling to make ap¬ 
plication for a passport to. or unable to 
obtain a passport from, the government 
of such country: 

(3) An immigrant lawfully admitted 
for permanent residence, who is return¬ 
ing to the United States from a tempo¬ 
rary visit abroad unless such Immigrant 
is applying for a visa in the country of 
which he is a national and the possession 
of a passport Is required for departure 
from such country; 


(4) An immigrant who is a member of 
the Armed Forces of the United States; 

(5) An immigrant who is the parent, 
spouse, or unmarried son or daughter un¬ 
der twenty-one years of age, of a United 
States citizen unless such Immigrant b 
applying for a visa in the country o* 
which he is a national and the possession 
of a passport Is required for departure 
from such country: 

(0) An immigrant who Is th^ spouse 
or unmarried son or daughter under 
twenty-one years of age of an alien law¬ 
fully admitted for permanent residence 
unless such immigrant In applying for 
a visa In the country of which he U i 
national and the possession of a pass¬ 
port Is required for departure from such 

country^ 

(7) An Immigrant who Is qualified for 
and eligible to receive a first preference 
quota visa, or the accompany in 1 spouse 
or unmarried son or daughter under 
twenty-one years of ase of such immi¬ 
grant unless such Immigrant is applying 
for a visa in the country of which he 
is a national and the possesion of a 
passport is required for departure from 
such country: 

<8> An immigrant who has been pre¬ 
examined in the United States by the 
Immigration and Naturalization Service 
and who is applying for an immigrant 
visa In Cnnndfi; 

< 9) An immigrant who establishes that 
he is unable to obtain a passport, iho 
Is not within any of the categories speci¬ 
fied in this paragraph, and in whose ca * 
the passport requirement imposed by this 
section or by the regulations of the At¬ 
torney General shall have been waived 
by the Attorney General and the Secre¬ 
tary of State, as evidenced by a specific 
instruction from the Department to the 
consular officer. 

7. Subparagraph <2> of paragraph <•) 
Grounds of revocation of 5 42.44 Revoca¬ 
tion of immigrant visas is amended to 
read as follows: 

(2) The consular officer obtains Infor¬ 
mation establishing that the alien wai 
otherwise ineligible to receive the par¬ 
ticular visa at the time it was Issued or 
that, subsequent to the issuance of the 
visa, a ground of ineligibility bos .iriseo 
in the alien's case. 

(Sec. 104, 66 Slat. 174; 8 U. 8. C 1104) 

The regulations contained in this ordtr 
shall become effective upon publication 
In the Federal Register. The 
of section 4 of the AdminUtralive Pro¬ 
cedure Act <60 Stat. 236: 5 U. S C _ 
relative to notice of proposed rule 
and delayed effective date are insppi 
cable to this order because the reM 
tions contained therein Invoive J • 
affairs functions of the United * u 

Dated: November 10. 1958. 

Roderic L. O'Connor. 

Administrator , Bureau of Securtry 
and Consular Alfatrs. 

IF. R. Doc. 58-0560; Filed, Nov. 90 . 

8:46a.m.) 
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TITLE 24—HOUSING AND 
HOUSING CREDIT 

Choptcr II—Federal Housing Ad¬ 
ministration, Housing and Home 
Finance Agency 

Sub<hapt*r A—Control 

Part 200—Introduction 


Subchapter A of this chapter is re¬ 
vised to read as follows: 


Svfaport A—Origin ond EstablUhm«nf 

SfC. 

2001 Creation* 

2002 .Status. 

300-3 Purpose. 

Svbport —function* ond Program* 

IN CXNniAL 

200.5 Scope of programs. 

300 6 Application for lender approval. 

ITOM* MORTGAGE INSURANCE 

20010 one- to four-family homes. 

200.11 DUaater damage to homes. 

20012 Suburban and farm homes. 

200.13 Homes for servicemen. 

•00-14 Homes for the elderly. 

30015 Homes for Armed Services civilian 
employees. 

20016 Other home mortgage assistance. 
project Mortgage insurance 

20030 Rental projects. 

20031 Renta) housing for the elderly. 

20032 Housing for Armed Services military 
. personnel. 

-w 23 Investment Insurance. 

3w 34 other project mortgage assistance. 

toonuATtv* Housing insurance 
W>30 Cooperative projec t*. 

“TRAILER COURTS AND PARKS INSURANCE 

20031 bites and facilities for mobile 

homes. 


tTRAAN RENEWAL INSURANCE 

2*2 tu*ujenual rehabilitation. 

20023 Residential relocation. 

TOUCLT CONSTRUCTED HOUSING INSURANCE 

-oc a Mined laneotis type mortgages. 

ftCPtrrT IHTROVEMENT LOAN INSURANCE 

20033 lUle X. 


300 41 
200 43 

200 43 
200 44 


$«»bpart C—Organization and Management 

20040 Cmmlssloner. 

Administrative stair. 

Principal divisions 
2one Operations Commissioners. 
Field Omce Directors. 

S-bport D—O.l. 9 oi,on. of Both Authority one 
Function* 

trLEoATTONS TO PARTICULAR POSITIONS 

WM BbUjorlty for delegation. 

£ cUn « CommtMloner.. 

S 0 ** 11 ** Commissioner. 

General Counsel and Director of the 
Legal Division. 

Assistant Commissioner for Field 
Operations and Deputy. 

-^>ne operations Ceruminal oner* and 
Deputies. 

icld office Directors and Assistants. 
^■iBtant Commissioner for Mort- 
Kages and Properties. 

nui°f ° f th ® Insurance 

Division and Deputy. 

Director , of the Property Manage¬ 
ment Division and Deputy. 

Dt 52SS2’ ° f the Coo P crft tive Housing 
Division and Deputy. 

No 228 -g 


20033 

20034 

20035 

20036 
20057 

20056 

2003 ® 

20060 


Sec. 

200.61 Assistant Commissioner for Tech¬ 

nical Standards and Deputy. 

200.62 Director of the Architectural Stand¬ 

ards Division. 

200.63 Director of the Appraisal and Mort¬ 

gage Risk Division. 

200.64 Assistant Commissioner for Pro¬ 

grams. 

200.65 Director of the Program Division. 

200.66 Director of the Research and Statis¬ 

tics Division nnd Deputy. 

200.67 Director of the Management Engi¬ 

neering Division. 

200.68 Assistant Commissioner for Admin¬ 

istration and Deputy. 

200.69 Comptroller and Deputy. 

200.70 Director of Personnel and Deputy. 

200.71 Director of the Budget Division and 

Deputy. 

200.72 Director of the General Services 

Division and Deputy. 

200.73 Assistant Commissioner for Audit 

and Examination and Deputy. 

200.74 Auditor and Deputy. 

200.75 Director of the Examination Divi¬ 

sion and Deputy. 

200.76 Assistant Commissioner for Title I 

and Deputy. 

DELEGATIONS to COMMITTEES 

200 85 Executive Board. 

200 86 Security Committee. 

200.87 Management Improvement Com¬ 

mittee, 

200.88 Property Management Committee. 

200.89 Substantial Compliance Committee. 

MISCELLANEOUS DELEGATIONS 

200 95 Field Office Chiefs of Operations, 

200.96 Field Office Directors and Assistants. 

200.97 Zone Operations Commissioners and 

Deputies. 

200.98 Assistant Commissioner for Mort¬ 

gages and Properties and Directors 
under his supervision. 

200.99 Assistant Commissioner for Field 

Operations and Deputy. 

200 1 CO Assistant Commissioners 

200.101 Division Directors and their Supe¬ 

riors, the Oeneral Counsel, and 
Field Office Directors and Assist¬ 
ants. 

200.102 Classified Information Control Offi¬ 

cer. 

200.103 Personnel Security Officer and Dep¬ 

uty. 

Subport E—Morfgog* Insurance Procedures and 
Processing 

200.140 Scope of subpart. 

200.141 Procedure in general. 

application for insurance 
200 142 Form and filing. 

200 143 Purpose and content. 

200.144 Pses. 

200.145 Technical analysis and underwriting 

processing. 

2C0.148 Acceptance, rejection and recon¬ 
sideration. 

COMMITMENT TOft INSURANCE 

200.147 Issuance of commitment. 

200.148 Types of commitments. 

200.149 Terms and conditions. 

INSURANCE ENDORSEMENT 

200.150 Request for endorsement. 

200.151 Final review. 

200.152 Endorsement for Insurance. 

CLAIMS FOB LOSSES 

200.153 Presentation of claim. 

200.154 Notice of default. 

200.155 Claim requirements. 

200.156 Settlement of claims. 

200.157 Debentures. 

200.158 Certificates of claim. 


Subpart F— Property Improvement Loan 
Procedure* and Procetting 

LOAN TRANSACTION 

Sac. 

200.165 Lender's application for Insurance. 

200.166 Lending area. 

200.167 Credit Investigation of borrower. 

200.168 Other requirements for a Proj>erty 

Improvement loan. 

200 169 Direct borrower loans. 

200.170 Loan through a dealer. 

200.171 Notice to borrower. 

DISBURSEMENT 

200 172 Disbursement of proceeds to dealer. 

200.173 Disbursement of proceeds to bor¬ 

rower. 

REPORT AND RESQVE 

200.174 Report of loans. 

200 176 Insurance charge. 

200.176 Insurance reserves. 

CLAIMS FOR REIMBURSEMENT FOR LOCS 

200 177 Claims for payment. 

200.178 Amount of claim. 

200.179 Establishment of account. 

Subpart G—Official Records 

200.185 Availability of official records. 

200.186 Confidential official records. 

Subport H—Enforcement Remedies 
REFUSAL OF PARTICIPATION 

200.190 Authority of Director. 

200 191 Notice. 

200.192 Hearing, request. 

200.193 Hearing, time and place. 

200.194 Determination. 

200.195 Reclssion and reinstatement, 

UNSATISFACTORY RISK DETERMINATION 

200 200 Basis of action. 

200.201 Invitation to conference. 

200.202 Determination notice. 

200.203 Reinstatement. 

TITLE I PRECAUTIONARY MEASURES 

200.205 Basis of action. 

200.206 Inquiry, notice and explanation. 

200.207 Determination. 

2003108 Rescinding actions. 

Authority: H 200.1 to 200.208 Issued 
under sec. 2. 48 Stat. 1246. a* amended: 12 
U. 8. C. 1703. Interpret or apply sec. 211. 52 
Stat. 23. as amended; sec. 607, 65 Stat. 61. as 
amended: sec. 907. 65 Stat. 301. sec. 807. 63 
Stat. 570. as amended: 12 D. S. C. 1715b. 1742. 
1750T, 1748f. 

SUBPART A—ORIGIN AND ESTABLISHMENT 

5 200 1 Creation . The Federal Hous¬ 
ing Administration (frequently referred 
to herein as the FHA > was created by the 
National Housing Act approved June 27. 
1934 (48 Stat. 1246; 12 U. S. C. 1702) and 
amended by subsequent Acts of Con¬ 
gress. 

5 200.2 Status. The Federal Housing 
Administration is a constituent agency 
of the Housing and Home Finance Agen¬ 
cy pursuant to the provisions of Reor¬ 
ganization Plan No. 3 of 1947. elective 
July 27. 1947 (61 Stat. 954; 5 U. S. C. 
133y-16 note). 

5 200.3 Purpose. The Federal Hous¬ 
ing Administration was established to 
encourage improvement in housing 
standards and conditions, to provide an 
adequate home financing system by in¬ 
surance of housing mortgages and credit, 
and to exert a stabilizing influence on 
the mortgage market. 
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RULES AND REGULATIONS 


SUBPART B—FUNCTIONS ANO PROGRAMS 
IN GENERAL 

5 200.5 Scope of programs. The 
Federal Housing Administration does not 
make loans or build housing but operates 
insurance programs under provisions of 
the National Housing Act. The FHA 
provides insurance against loss on home 
and housing project mortgages and prop¬ 
erty improvement loans made by pri¬ 
vate lending institutions and also insures 
yields on investments in rental housing 
for families of moderate Income where no 
mortgage financing is Involved. The 
various insurance programs are outlined 
in 55 200.10 to 200.34, and more particu¬ 
larly described in other parts of this 
chapter. 

5 200.6 Application for lender ap- 
proval. An application for approval, as 
a mortgagee, as a loan correspondent or 
as a Title 1 lending institution is submit¬ 
ted on an appropriate form prescribed 
by the Commissioner. These forms may 
be obtained from any local FHA insuring 
office or from the Headquarters Office In 
Washington. D. C. When fully exe¬ 
cuted the form is submitted to the 
insuring office having Jurisdiction for 
transmittal to the Headquarters Office, 
Washington. D. C. 

HOME MORTGAGE INSURANCE 

5 200.10 One - to four-family homes. 
<a» The FHA insures mortgages on one- 
to four-family homes. The mortgage 
transaction must be acceptable to the 
Commissioner and the maximum mort¬ 
gage cannot exceed an amount computed 
under a statutory formula based on the 
ratio the loan bears to the appraised 
value of the property. 

(b) The basic home mortgage insur¬ 
ance program is authorized under Title 
IT. section 203 <b) of the National Hous¬ 
ing Act and governed by regulations 
contained in Parts 221 and 222 of this 
chapter. 

5 200.11 Disaster damage to homes. 
(a> The FHA insures mortgages given to 
finance the replacement of homes de¬ 
stroyed or extensively damaged by major 
disasters. The mortgage transaction 
must be acceptable to the Commissioner 
and the maximum mortgage cannot ex¬ 
ceed an amount computed under a stat¬ 
utory formula based on the ratio the 
loan bears to the appraised value of the 
property. 

<b> Tliis program is authorized under 
Title n. section 203 <h) of the National 
Housing Act and governed by regulations 
contained in Parts 221 and 222 of this 
chapter. 

5 200 12 Suburban and farm homes. 
(a) The FHA insures mortgages on 
single-family owner-occupied homes lo¬ 
cated in outlying areas and small com¬ 
munities. and on farm homes located on 
plots of land 5 acres or more in size ad¬ 
jacent to public highways. The mort¬ 
gage transaction must be acceptable to 
the Commissioner and the maximum 
mortgage cannot exceed an amount com¬ 
puted under a statutory formula based on 
the ratio the loan bears to the appraised 
value of the propel ty. 


(b) This program is authorized under 
Title II. section 203 Ci) of the National 
Housing Act and governed by regulations 
contained in Parts 221 and 222 of this 
chapter. 

5 200.13 Homes for servicemen, (a) 
The FHA insures mortgages on dwellings 
owned and occupied by servicemen on 
active duty with the Armed Forces or 
the Coast Guard. The mortgage trans¬ 
action must be acceptable to the Com¬ 
missioner and the maximum mortgage 
cannot exceed an amount computed 
under a statutory formula based on the 
ratio the loan bears to the appraised 
value of the property. Certification by 
the Secretary of Defense (or the Secre¬ 
tary of the Treasury, for Coast Guard 
personnel) is required to the effect that 
the serviceman requires housing and that 
he is and has been for more than 2 years 
on active duty. 

(b) This program is authorized under 
Title n. section 222 of the National 
Housing Act and governed by regulations 
contained in Parts 225 and 226 of tills 
Chapter. 

5 200.14 Homes for the elderly . <a> 
The FHA assists persons 60 years of age 
or older who are seeking to purchase a 
home, by insuring mortgages on dwell¬ 
ings owned and occupied by such elderly 
persons. The mortgage transaction must 
be acceptable to the Commissioner and 
the maximum mortgage cannot exceed 
an amount computed under a statutory 
formula based on the ratio the loan bears 
to the replacement cost of the property. 
Where the mortgagor is 60 years of age 
or over, a corporation or person other 
than the mortgagor may make the re¬ 
quired downpayment and become a co¬ 
signer standing good for continuing pay¬ 
ments. 

(b) This program Is authorized under 
Title II. section 203 <b) of the National 
Housing Act and governed by regula¬ 
tions contained in Parts 221 and 222 of 
this chapter. 

5 200.15 Homes for Armed Services 
civilian employees . (a) The FHA in¬ 

sures mortgages covering sales of onc- 
to four-family homes owned or occupied 
by civilian employees of the Armed 
Forces, or a contractor thereof, employed 
at military research and development in¬ 
stallations. The mortgage transaction 
must be acceptable to the Commissioner 
and the maximum mortgage cannot ex¬ 
ceed an amount computed under a statu¬ 
tory formula based on the ratio the loan 
bears to the appraised value of the prop¬ 
erty. Certification by the Secretary of 
Defense is required regarding the status 
of the mortgagor as a civilian employee 
at the installation, the mortgagor’s need 
for housing, the need for housing ac¬ 
commodations for civilian personnel at 
the Installation and the permanency of 
the civilian personnel. The Secretary of 
Defense may be required to guarantee the 
Insured mortgages if the Commissioner 
determines that the housing is not an 
acceptable risk. 

<b> Tills program is authorized by 
Title Vin of the National Housing Act 
and governed by regulations contained 
in Parts 292a and 293a of this chapter. 


5 200.16 Other home mortgage 
ance. The FHA offers other types of 
home mortgage insurance assist mee in 
connection with programs under other 
titles of the National Housing Act as in¬ 
dicated by 55 200.30. 200.32. 200.33, and 
200.34. 

PROJECT MORTGAGE INSURANCE 

5 200.20 Rental projects. fa> The 
FHA insures mortgages, including ad¬ 
vances made during construct .oil, on 
rental projects of eight or more units. 
The mortgage may not exceed $12,500,- 
000. except that it may be in an amount 
not to exceed $50,000,000 if the mort¬ 
gagor is a public agency or a limited 
dividend, redevelopment or housing 
corporation, restricted by Federal or 
State laws or regulations of a State 
banking or Insurance department. The 
mortgage transaction must be accept¬ 
able to the Commissioner and the maxi¬ 
mum mortgage cannot exceed an amount 
computed under a statutory formuli 
based on a ratio the loan bears to the 
appraised value of the property. 

(b> The basic rental housing project 
mortgage Insurance program is author¬ 
ized under section 207 of the National 
Housing Act. The regulations govern¬ 
ing this activity are contained in Parts 

232 and 233 of this chapter. 

5 200.21 Rental housing for the eld¬ 
erly. (a) The FHA assists In financing 
the construction or rehabilitation of 
rental housing for the elderly by non¬ 
profit organizations approved by the 
FHA as to financial responsibility. Such 

organizations, including fraternal or¬ 
ders. church groups, labor organizations 
and retired teachers' associations, may 
obtain FHA Insurance on mortRURes to 
finance rental housing projects specially 
designed for use and occupancy of per¬ 
sons sixty years of age or over. ™ 
mortgage transaction must be accepts™* 
to the Commissioner and the maximum 
mortgage cannot exceed an amount com¬ 
puted under a statutory formula hasea 
on a ratio the loan bears to the repisce- 
ment cost of the property, 

<b) This program is authorize under 
Title H, sections 207 <b> and <c> of me 
National Housing Act and governed oy 
regulations contained in Parts - - ana 

233 of this chapter, 

5 200.22 Housing for Armed Servk 4* 
military personnel. <a> The FHA msur 
mortgages on rental housing ‘ 

tary personnel of the armed forces* 
eluding the Coast Guard, built und? 
contract between the SecreUry_oi 
lense ' or the Secretory of the Treasury 
for Coast Guard housing) a> 
builder on land owned or leased b> ^ 
Government at or near military in 

tions. The mortgage transaction mu^ 
be acceptable to the Commission, • 
the maximum mortgage cannot. wcew 
the lowest of the following: 
cost: an average of $16300 per unit, 
the amount of the successful b>o- w 

<b> This program is authorizea ^ 
Title VIII of the National HowdMA 

and governed by regulatlons contain«i 

Parts 202a and 293a. of this chapt 

8 200.23 Investment <*«*“™* e t <# m 
In order to encourage Investment 
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debt-free rental housing tor families of 
moderate income the FHA insures the 
minimum amortization charge of 2 per¬ 
cent of the established Investment <in- 
dodtnir ali approved costs prior to initial 
occupancy) and a fixed annual return on 
the outstanding investment in an eligible 
project. 

fb) This program is authorized under 
Title VII of the National Rousing Act 
isd governed by Parts 290 and 291 of this 

chapter. 

f 200.24 Othrr project mortgage as- 
Manet. The FHA offers other-types of 
project mortgage insurance in connec¬ 
tion with programs under other titles of 
the National Housing Act as indicated by 
11200.30, 200.31. 200.32. 200 33 and 
200.34 


C0C1 ESATIVE HOUSING INSURANCE 

1200-30 Cooperative projects. (a) 
The PH A insures mortgages, including 
construction advances, on cooperative 
housing projects. The mortgagor may 
be a nonprofit cooperative ownership 
howim: corporation or trust, the perma¬ 
nent occupancy of the dwellings being 
restricted to members of the corporation 
or beneficiaries of the trust <manage- 
m?nt-type project), or a nonprofit cor¬ 
poration or trust organized for the pur¬ 
pose of building homes for members 
uales-typc project* or a corporate in- 
twtor that certifies to the FHA its in¬ 
action of selling the project to a co¬ 
operative group within two years after 
completion < investor-sponsor project). 

•b) The mortgage transaction must 
w acceptable to the Commissioner and 
{“ maximum mortgage on project-type 
douaIrc cannot exceed an amount com¬ 
puted under a statutory formula based 
00 a ratio the loan bears to the replace¬ 
ment coat of the property. In the case 
r Ota-type projects, provision is made 
w? the release of the individual proper- 
rJ 2 4? 11 lli0 blanket project mortgage. 
^ the insurance of the individual 
covering the individual dwell- 
the principal amount limited to 
wc unpaid balance of the blanket mort- 
f^ablc to the individual property 
18 of the date of the release. 
tJ, c J program is authorized under 
2£*£\ #ecilon 213 of National 
“ousing Act and governed by regulations 

*“• 242 ' 2 «- “*«* 244 
TUll ’ tJl COURTS AND PARKS INSURANCE 

31 Site * arui facilities for mobile 
ce i a) The F?IiA Immures mortgages 
nn‘ , r courts and parks. The mort¬ 
is transaction must be acceptable to 

mortv. rnUsioncr and maximum 
ca, \ not exceed an amount 
under a statutory formula 
mbhJuA a thc loan t^ars to the 
the Ule Property after 

tosuT?" )vef nents are completed The 
and faniM PP H? s mortgages on sites 
not on filers 
have Court or park must 

dedsiM r 1 ®*ty spaces on one site 
UkobUe hif^i 1X101111 use for trailers or 
2*$ must mcet mlnlmu m 

*Tih C cor d it i dcsiKO€d 10 Improve the 
« conditions of the occupants. 


<b> This program is authorized under 
Title n, section 207 of the National 
Housing Act and governed by regulations 
contained in Parts 232 and 233 of this 
chapter. 

URBAN RENEWAL INSURANCE 

5 200.32 Residential rehabilitation . 

(a) To assist in the elimination of slums 
and^irban blight and the conservation 
of existing properties and neighbor¬ 
hoods or for disaster areas the FHA 
insures mortgages for financing the re¬ 
habilitation of existing salvable housing 
and the replacement of slums with new 
housing in areas for which, in other than 
disaster areas, urban renewal plans or 
urban redevelopment plans have been 
certified to FHA by the Housing and 
Horae Finance Administrator. As a step 
preliminary to such certification the Ad¬ 
ministrator must have approved and 
certified a workable program designed 
for the entire community to eliminate 
slums and prevent the spread of urban 
blight, unless the plans were approved 
before the enactment of the Housing 
Act of 1954. 

(b) The mortgage transaction must 
be acceptable to thc Commissioner and 
lhe maximum mortgage cannot exceed 
an amount computed under a statutory 
formula based on a ratio the loan bears 
to the replacement cost where the prop¬ 
erties are approved for insurance prior 
to thc beginning of construction or a 
ratio the loan bears to appraised value 
where the properties are not approved 
for insurance prior to thc beginning of 
construction. 

(c) This program is authorized under 
Title II, section 220 of the National 
Housing Act and governed by regulations 
contained in Parts 261, 262, 263 and 264 
of this chapter. 

3 200.33 Residential relocation, (a) 
The FHA insures mortgages on low-cost 
housing for families from urban renewal 
areas or families displaced by reason of 
governmental action in a community 
that has a workable program for the 
elimination and prevention of slums and 
urban blight, or where a federally aided 
slum clearance and urban redevelopment 
project is being carried out. Also in¬ 
surable are mortgages covering repair or 
rehabilitation or the construction of 
dwellings for rent if the mortgagor is a 
private nonprofit organization regulated 
under Federal or State laws. 

<b) The mortgage transaction must be 
Acceptable to the Commissioner and the 
maximum mortgage cannot exceed an 
amount computed under a statutory 
formula based on the ratio the loan bears 
to the replacement cost or value of the 
property. 

(c) This program Is authorized under 
Title n. section 221 of thc National Hous¬ 
ing Act and governed by regulations con¬ 
tained in Parts 266. 267. 268 and 269 of 
this chapter. 

PUBLICLY CONSTRUCTED HOUSING INSURANCE 

S 200.34 Miscellaneous type mort- 
gages. The FHA Insures mortgages fi¬ 
nancing purchases of certain types of 
permanent housing sold by Federal and 
State Governments, including the first 
resale. This program is authorized under 


Title IT. section 223 of the National Hous¬ 
ing Act and governed by regulations set 
out in connection with each of the ap¬ 
plicable insurance programs. 

PROPERTY IMPROVEMENT LOAN INSURANCE 

3 200.35 Title /. The FHA insures fi¬ 
nancial institutions against loss on loans 
made to finance alterations, repairs and 
improvements to existing structures and 
the building of small new structures for 
nonrcaidentlal use. This program is au¬ 
thorized under Title I. section 2 of the 
National Housing Act and governed by 
regulations contained in Part 201 of this 
chapter. 

SUBPART C—ORGANIZATION AND 
MANAGEMENT 

3 200.40 Commissioner. The Federal 
Housing Administration Is headed by a 
Commissioner appointed by t^e Presi¬ 
dent by and with thc advice and consent 
of thc Senate. 

5 200.41 Administrative staff. The 
principal administrative staff of the FHA 
Includes the Deputy Commissioner, the 
General Counsel, and Assistant Com¬ 
missioners, whose respective duties and 
areas of authority arc indicated by their 
titles. 

3 200.42 Principal divisions. Various 
Divisions have been established in the 
Headquarters office at Washington. D. C. 
which arc altered as programs, authority 
and duties are changed from time to 
time. 

3 200.43 Zone Operations Commis¬ 
sioners. The territory served by the 
Federal Housing Administration is di¬ 
vided into geographical zones or regions 
comprised of a group of field Insuring 
offices. Each zone is headed by a Zone 
Operations Commissioner w ho is respon¬ 
sible to an Assistant Commissioner for 
the supervision, direction and coordina¬ 
tion of all functions and responsibilities 
of the several offices witliin the regional 
jurisdiction established for the particular 
zone. 

5 200.44 Field Office Directors . Each 
of the insuring offices is managed and 
supervised by a Director who is the oper¬ 
ating head thereof and the representa¬ 
tive of the FHA In the territory served 
by the Insuring office. The Director is 
also responsible for the administration 
of those of the various service offices or 
valuation stations established in his 
territory. 

SUBFART O—DELEGATIONS Of BASIC 
AUTHORITY AND FUNCTIONS 

DELEGATIONS TO PARTICULAR POSITIONS 

5 200.50 Statutory authority for dele - 
gations. fa) Section 1 of Title I of the 
National Housing Act provides in part as 
follows: 

• • • In order to carry out the provisions 
of this title and Titles II. HI. VI. VII. VIII and 
DC. the Commissioner mny establish such 
agencies, accept and utilise such voluntary 
and uncompensated services, utilize such fed¬ 
eral officer* and employees, and. with the con¬ 
sent of the State, such State and local officers 
and employees, and appoint such other of¬ 
ficers and employees as he may find necessary, 
and may prescribe their authorities, duties, 
responsibilities. • • •. Thc Commissioner 
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mny dr!<*fcat* any of the functions and power* 
conferred upon him under this title and 
Titles II. HI. VI. VII. VIII and IX to such 
officers, agent* and employee* as he may 
designate or appoint • • •• 

<b> Section 3 of Reorganization Plan 
No. 3 of 1947. effective July 27. 1947, 
provides In part as follows: 

Fcdr rsc flouting Administration. The Fed¬ 
eral H'»ur.iug Administration shall be headed 
by a Federal Housing Commissioner • • •. 
There are trimsf erred to said Commissioner 
the functions of the Federal Housing 
Administrator. 

8 200.51 Acting Commissioner. The 
Deputy Commissioner, the General 
Counsel and the Assistant Commissioner 
for Field Operations, in the order named, 
are designated by the Commissioner to 
act in his place and stead in the event of 
his absence or inability to act, having the 
title of “Acting Commissioner" with all 
the powers, duties and rights conferred 
on the Commissioner by the National 
Housing Act. as amended by Reorganiza¬ 
tion Plan No. 3 of 1947. by any other act 
of Congress or by any Executive Order. 

8 200.52 Deputy Commissioner . To 
the position of Deputy Commissioner 
there is delegated the basic authority 
and functions to assist and to act with 
and for the Commissioner in the general 
administration of the Federal Housing 
Administration. In the determination of 
basic policy and in the general super¬ 
vision. direction and coordination of all 
operations, activities and functions of 
the Federal Housing Administration, 
with full authority at all times to make 
any decision which the Commissioner is 
authorized to make and to Issue any or¬ 
der which the Commissioner is author¬ 
ized to issue. 

8 200.53 General Counsel and Direc¬ 
tor of the Legal Division . To the posi¬ 
tion of General Counsel and under his 
general supervision to the position of 
Director of the Legal Division there is 
delegated the following basic authority 
and functions: 

<a) To interpret the provisions of the 
National Housing Act and to prepare 
and interpret the rules and regulations 
thereunder. 

<b> To direct all litigation affecting 
the Federal Housing Administration and 
to sign, acknowledge and verify on be¬ 
half of and in the name of the Commis¬ 
sioner, all declarations, bills, pleas, an¬ 
swers and all other pleadings in any 
court proceedings which are brought In 
the name of or against the Federal Hous¬ 
ing Commissioner, or in which he is 
named as a party. 

(c) To act for the FIIA In the drafting 
of legislation and in the provision of 
legal advice with respect to legislation 
pertaining to the FHA and its program. 

(d) On behalf of the Commissioner 
to receive and accept service of all sum¬ 
mons, subpoenas and other court proc¬ 
esses directed to the Commissioner. 

(e) To administey all matters pertain¬ 
ing to the determination of accepta¬ 
bility of title and the preparation of 
legal forms necessary to the work of the 
Administration. 

(f) To direct the submission of cases 
to the Attorney General for appropri¬ 
ate legal action. 


fg) To act with the Commissioner in 
the determination of basic policy and 
to be a member of the Executive Board. 

8 200.54 Assistant Commissioner for 
Field Operations and Deputy. To the 
position of Assistant Commissioner for 
Field Operations and under his general 
supervision to the position of Deputy As¬ 
sistant Commissioner for Field Opera¬ 
tions there is delegated the following 
basic authority and functions: 

<a) To act with the Commissioner in 
the determination of basic policy and 
be a member of the Executive Board. 

<b> To develop and recommend poli¬ 
cies and establish operating plans and 
procedures for the insurance of home 
mortgages. 

tc) To be responsible to the Commis¬ 
sioner for the general supervision of all 
field operations of the Administration. 

id) To coordinate and have general 
supervision over the Zone Operations 
Commissioners responsible for program 
execution and activities in the field, the 
Standards and Procedures Coordinator, 
and the Mortgagee Approval Section. 

(e) To approve or cancel the approval 
of financial Institutions as approved 
mortgagees. 

(f) To approve or disapprove the er¬ 
roneous or inadvertent noncollcctlon or 
refund of fees. 

6 200 55 Zone Operations Commis¬ 
sioners and Deputies. To the position 
of Zone Operations Commissioner and 
to each of them, and under their gen¬ 
eral supervision to the position of Deputy 
Zone Operations Commissioner and to 
each of them there is delegated the 
following basic authority and functions: 

(a) To direct the execution of policies 
and programs and to supervise all ac¬ 
tivities of the Federal Housing Adminis¬ 
tration in the geographical region under 
his Jurisdiction. 

< b) To determine and report the effect 
of FHA policies, rules and regulations 
and the attainment of program objec¬ 
tives in the region under his Jurisdiction, 
and to make basic policy and program 
recommendations with respect thereto. 

tc) To establish regional policies con¬ 
sistent with and In furtherance of basic 
!>oliclcs and programs established by 
the Commissioner. 

<d> To recommend issuance or can¬ 
cellation of contracts of insurance under 
Title I of the National Housing Act and 
the transfer of such contracts and the 
rights and benefits accruing thereunder 
between lending institutions. 

<e) To recommend approval, disap¬ 
proval or cancellation of the approval of 
financial institutions as approved mort¬ 
gagees. 

<f> To supervise all activities in con¬ 
nection with the Certified Agency Pro¬ 
gram, including the designation, qualifi¬ 
cation and certification of authorized 
agents, appraisers and inspectors. This 
authority may be subdelcgatcd to Field 
Office Directors. 

8 200.56 Field Office Directors and As¬ 
sistants . To the position of Field Office 
Director, and to each of them, and to the 
position of Assistant Field Office Direc¬ 
tor. and to each of them under the 
general supervision of the Field Office 


Director basing Jurisdiction there h 
delegated the following basic authority 
and functions to direct and sup : ail 

activities of the Federal Hotu.lnr 
istration in the geographical sucu uixkr 
his jurisdiction. 

8 200.57 Assistant Comm!*?inner for 
Mortgages and Proper Lies. To u - ra¬ 
tion of Assistant Commissioner for Mort¬ 
gages and Properties there is ci Icirated 
the follow ing basic authority und I unc¬ 
tions: 

(a) To act with the Commissioner and 
under his direction in the detennuistio 
of basic policy and be a member of Uw 
Executive Board. 

(b) To be responsible to the Com¬ 
missioner for coordination and iteswrtl 
supervision of the Mortgage Insurance 
Division, the Cooperative Housing Di¬ 
vision and the Property Mamuremcnl 
Division, including the functions of for¬ 
mulating policies and providing teclmiw! 
advice and guidance concerning nil 
multifamily mortgage Insurance and all 
mortgage servicing and property man¬ 
agement and disposition activities of the 
Administration. 

(c) To approve the sale and term* of 
sale of mortgages taken as security to 
connection with the sale of property con¬ 
veyed to the Federal Housing Commis¬ 
sioner and to approve the modification 
in the terms of and authorize the fore¬ 
closure of insured mortgages and mort¬ 
gages assigned to the Commissioner to 
exchange for.debentures. 

<d> To exercise the authority of the 
Commissioner as holder of the preferred 
stock in any corporation or under any 
regulatory agreement or other agree¬ 
ment made for the purpose of controlling 
or regulating a housing project on which 
there is a mortgage held or insured by 
the Commissioner. 

8 200.58 Director of the Mortgage In - 
surance Division and Deputy To the 
position of Director of the Mortgage In¬ 
surance Division and under his enenu 
supervision to the position of Deputy 
Director of the Mortgage Insurance 
Division there is delegated the following 
basic authority and functions: 

<a> To direct the activities of 
Mortgage Insurance Division. 

(b> To develop and recommend 
policies, programs and plans of °Pf rAt ^ 
and to provide technical and pond* 
vice and guidance to all elements of ti» 
Administration concerning all 
family mortgage insurance and ad mort¬ 
gage servicing activities other than co¬ 
operative housing. 

8 200.59 Director of the 
Management Division and 
the position of Director of the Properxy 
Management Division and under 
general supervision to the pwj*® 
Deputy Director of the Property Man*** 
mont Division there is delegated tne 
following basic authority and funcuo^ 
(a) To direct the activities of W 
Property Management Division. 

Cb) TO formulate procedure* for im 
operation and management of a . v ’ 
erties conveyed to the Federal H 

Commissioner. , , oro- 

(c) To develop and maintain*?- 
gram for the management, operation a* 
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deposition of all properties conveyed to 
t be Federal Housing Commissioner and. 
M required, to operate and manage such 
properties in accordance with general 
policies promulgated by the Property 
Ifrnjwcment Committee and approved 
by the Com m lsstoacr. Including authority 
viih respect to such property to: 

il> Approve all offers to rent or pur¬ 
chase. except that offers to purchase 
properties acquired as a result of multi- 
family housing operations and offers to 
purchase a group of five or more prop¬ 
erties of any type shall be subject to the 
approval of the Property Management 
Committee. 

(2) Make repairs, alterations and im- 

ynmaenis. 

(3) Ex' k cute such contracts, leases, 
Mrtgnmcnts and instruments as may be 
necessary in the rental or sale of such 
properties other than deeds or other 
document* In connection with the con¬ 
veyance of title, deeds of release, assign¬ 
ments or satlsf act ions of mortgages, 
deeds of trust or other liens taken as 
«eum> in connection therewith. 

<i) Authorize expenditures. . 

<d> To handle and dispose of claims 
of the mortgagee against the mortgagor 
or others u rising out of mortgage trans¬ 
actions and assigned to the Commis- 
lioner in connection with home mortgage 
tanner operations. 

1200 60 Director of the Cooperative 
Housing Division and Deputy . To the 
DOdtkin of Director of the Cooperative 
Houalng Division and under his general 
repent' j on to the position of Deputy 
Director of the Cooperative Housing 
Division there is delegated the following 
buic authority and functions: 

<a> To direct the activities of the Co¬ 
operative Housing Division. 

To develop and recommend basic 
Policies, programs and plans of opera- 
**** 10 P rovl de technical and policy 
011(1 guidance to all elements of 
Administration concerning coopera¬ 
tive housing mortgage insurance activ¬ 
ities. 

( c> To provide technical advice and 
WWance to consumer groups concerning 
organization, financing and manage- 
of cooperative housing projects. 

\ 200.61 Assistant Commissioner for 
lectiniccl Standards and Deputy. To 
position of Assistant Commissioner 
^Technical Standards and under his 
Kf? 1 supervision to the position of 
t2?k . As5L<rt ant Commissioner for 
Whmcal Standards there is delegated 
jjjjjollowlng basic authority and func- 

Jf* R , ct wlth the Commissioner and 
of direction in the determination 

PS and be a member of the 

accutive Board. 

j,' b> |° *>" responsible to the Commis- 
* n* ror coordination and general su- 
of the Architectural Standards 
Risk n? ^ A DPraisal and Mortgage 
ofwinKi i on com P rl *tns the functions 
ards m maintaining stand- 

method^ procedures and tech- 
ftelds ot architecture and 
Wan? r‘ in8 ’ construction cost, land 
fclectwf' m 5 rt8a8e credit, valuation, the 
1 and rating of mortgage risk and 


the provision of technical advice and 
guidance in these fields to all organiza- 
ional elements of the Administration. 

§ 200.62 Director of the Architectural 
Standards Division. To the position of 
Director of the Architectural Standards 
Division there is delegated the following 
basic authority and functions: 

(a) To develop and maintain archi¬ 
tectural and engineering standards, 
techniques and procedures. 

<b> To develop and maintain methods, 
standards, techniques and procedures 
for construction coat estimation. 

<c> To provide technical advice and 
guidance to all organizational elements 
of the Administration in the fields of 
architecture, engifieering and construc¬ 
tion cost. 

$ 200.63 Director of the Appraisal and 
Mortgage Risk Division . To the position 
of Director of the Appraisal and Mort¬ 
gage Risk Division there is delegated the 
following basic authority and functions: 

(a) To develop and maintain stand¬ 
ards, procedures and techniques for the 
valuation of property, determination 
of acceptability of mortgage credit, land 
planning and for the over-all determina¬ 
tion of mortgage risk and the accepta¬ 
bility of mortgage risks for insurance. 

(b) To provide technical advice and 
guidance to all organizational elements 
of the Administration in the fields of 
valuation, mortgage credit, land plan¬ 
ning and risk determination. 

S 200.64 Assistant Commissioner for 
Programs . To the position of Assistant 
Commissioner for Programs there is dele¬ 
gated the following basic authority and 
functions: 

(a) To act with the Commissioner and 
under his direction in the determination 
of basic policy and be a member of the 
Executive Board. 

<b) To be responsible to the Commis¬ 
sioner for the coordination and general 
supervision of the Program Division, the 
Research and Statistics Division, and the 
Management Engineering Division com¬ 
prising the functions of coordination of 
the development and formulation for the 
approval of the Commissioner of basic 
programs and related policies and pro¬ 
gram planning and the appraisal of pro¬ 
grams and program objectives, and the 
maintenance of a program of housing 
market analyses, housing statistics, ad¬ 
vice and counsel on economic problems, 
conduct of actuarial studies, the provi¬ 
sion of a complete actuarial service for 
all insurance programs, and the conduct 
of comprehensive management engineer¬ 
ing surveys, 

$ 200 65 Director of the Program 
Division . To the position of Director of 
the Program Division there is delegated 
the following basic authority and func¬ 
tions: 

<a> To develop and recommend basic 
program plans and related policies. 

< b i To maintain a continuing apprais¬ 
al of the effectiveness of programs and 
policies. 

<c) To assist and advise with respect 
to the development and evaluation of 
legislative proposals affecting the pro¬ 
grams of the Federal Housing Adminis¬ 
tration. 


5 200 66 Director of the Research and 
Statistics Division and Deputy . To the 
position of Director of the Research and 
Statistics Division and under his general 
supervision to the position of Deputy 
Director of the Research and Statistics 
Division there is delegated the following 
basic authority and functions: 

/ <a> To provide advice and counsel on 
economic problems. 

<b> To maintain a program of housing 
market analysis. 

*c) To maintain a program of housing 
statistics and statistics on the operations 
of the Federal Housing Administration. 

<d> To conduct actuarial studies and 
provide complete actuarial service for all 
insurance programs. 

$ 200.67 Director of the Management 
Engineering Division. To the position 
of Director of the Management Engi¬ 
neering Division there Ls delegated the 
following basic authority and functions: 

(a) To direct comprehensive man¬ 
agement engineering surveys of Wash¬ 
ington and field operations and activities 
for the purpose of Improving the effi¬ 
ciency. economy and effectiveness of 
operations and to develop specific recom¬ 
mendations for the accomplishment of 
these purposes. 

<b> To assist in the development of 
the detailed plans and procedures for 
earning out approved recommendations. 

(c) To assist in. and to coordinate, the 
Installation of approved recommenda¬ 
tions. 

<d> To evaluate the results of ap¬ 
proved recommendations. 

5 200.66 Assistant Commissioner for 
Administration and Deputy. To the 
position of Assistant Commissioner for 
Administration and under his general 
supervision to the position of Deputy 
Assistant Commissioner for Administra¬ 
tion there is delegated the following 
basic authority and functions: 

<a) To act with the Commissioner and 
under his direction in the determination 
of basic policy. 

<b) To be responsible to the Commis¬ 
sioner for the coordination and general 
supervision of the Comptroller's Division, 
the Personnel Division, the General 
Services Division, and the Budget Divi¬ 
sion comprising all accounting and fiscal 
activities and functions, all personnel 
policies, procedures, activities and func¬ 
tions, all administrative services, all 
budget activities and organization struc¬ 
tures and related matters. 

<c> To act for the Commissioner In 
approving the settlement of tort claims 
for and against the Federal Housing 
Commissioner and in the execution of 
releases or other instruments required in 
connection therewith. 

8 200 69 Comptroller and Deputy. To 
the position ot Comptroller and under 
his general supervision to the position of 
Deputy Comptroller there is delegated 
the following basic authority and 
functions: 

(a) To devise and establish account¬ 
ing procedures and to administer the 
fiscal policies and activities of the 
Administration. 

<b> To approve all expenditures and 
receipt vouchers necessary to carry out 
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the provisions of the National Housing 
Act. 

<c> To certify that all required docu¬ 
ments. information and approvals re¬ 
specting each transaction are present; 
verify the accuracy of the computations, 
the consistency of the information in¬ 
cluded in the various documents; and 
determine that the transaction is in 
strict accordance with all applicable 
regulations, decisions and laws. 

<d> To endorse checks for deposit or 
collection. 

<e> To certify financial statements. 

<f> To recommend investments for 
the insurance funds of the Federal 
Housing Administration, liquidation of 
investments and redemption of deben¬ 
tures and to maintain liaison with the 
Treasury Department in the execution 
of approved fiscal proposals. 

(g) To certify as to delegations of 
authority by the Commissioner and as 
to the truth or accuracy of copies of 
original papers or documents in the 
possession of the Administration. 

(hi To execute vouchers or applica¬ 
tions and receipt for any payments re¬ 
ceived representing refunds of taxes or 
other payments made by the Commis¬ 
sioner in connection with property 
acquired under the provisions of the 
National Housing Act. 

<i> To designate certifying officers and 
to revoke such designations, to execute 
and submit to the Treasury Department 
necessary statements and schedules 
with respect thereto, pursuant to Public 
Law 3S9. approved December 29. 1941. 
and the standards and procedures of the 
Secretary of the Treasury thereunder. 

(J) To execute Certificates of Claim 
and certify the requisitions to the Treas¬ 
ury Department for the issuance of 
debentures. _ _ 

(k) To maintain liaison with the 
General Accounting Office. Treasury De¬ 
partment and other agencies of the Gov¬ 
ernment on accounting and fiscal mat¬ 
ters and to collaborate with such 
departments and agencies in the forma¬ 
tion of accounting and fiscal programs. 

$200.70 Director of Personnel and 
Deputy. To the position of Director of 
Personnel and under his general super¬ 
vision to the position of Deputy Director 
of Personnel there is delegated the fol¬ 
lowing basic authority and functions: 

<a> To be responsible for the develop¬ 
ment, establishment and operation of a 
comprehensive personnel program, in¬ 
cluding employment, selection and place¬ 
ment, standards, position classification, 
employee relations, training and incen¬ 
tive awards. 

(b) To make appointments, promo¬ 
tions. demotions, transfers and re assign¬ 
ments of personnel, and to remove or 
separate personnel; to fix the adminis¬ 
trative work week: to approve overtime 
work, and to prescribe rules and regula¬ 
tions regarding overtime. 

(c) To act as the representative of the 
Federal Housing Administration with the 
Civil Service Commission and all Gov¬ 
ernment agencies and other organiza¬ 
tions with respect to personnel matters. 

| 200.71 Director of the Budget Divi¬ 
sion and Deputy . To the position of 


Director of the Budget Division and un¬ 
der his general supervision to the position 
of Deputy Director of the Budget Divi¬ 
sion there is delegated the following basic 
authority and functions: 

<a) To direct all budget activities of 
the Federal Housing Administration and 
to act as the Commissioner’s represent¬ 
ative in all budget matters with the 
Bureau of the Budget and with other 
Government agencies. 

(b) To be responsible for the develop¬ 
ment and execution of the budget pro¬ 
gram. including the preparation of 
budget estimates and Justification there¬ 
for; the preparation of requests for ap¬ 
portionment of funds and Justification 
therefor: and the allotment of funds 
within the limits of appropriation acts, 
apportionments and other limitations. 

S 200.72 Director of the General Serv¬ 
ices Division and Deputy . To the posi¬ 
tion of Director of the General Services 
Division and under his general supervi¬ 
sion to the position of Deputy Director 
of the Oeneral Services Division there is 
delegated the following basic authority 
and functions: 

(a> To be responsible for a program 
of general services, including contracting 
and procurement, rental and assignment 
of office space, records management, 
telecommunications, printing and pub¬ 
lication, administrative property control, 
mail and messenger, stenographic pool, 
travel service and library. 

<b> To execute all contracts. Incur 
obligations, and authorize expenditures 
for services and procurement, including 
brokers' agreements, contracts for per¬ 
formance on a fee basis of technical or 
professional consulting services and con¬ 
tracts for materials, equipment and serv¬ 
ices for the maintenance and operation 
of acquired properties. 

<c) To execute all agreements for office 
space and collateral services throughout 
the United States, to obligate the Federal 
Housing Administration for the payment 
of rents and charges in connection there¬ 
with, and to negotiate and execute lease 
agreements for the field office space and 
services beyond the continental limits of 
the United States. 

(d) To represent the Federal Housing 
Administration and maintain llAison 
with the General Services Administra¬ 
tion and other Government agencies In 
all general services matters. 

<e> To execute Certificates of Need in 
connection with space requirements in 
Federal Lease-Purchase projects. 

<f> To issue travel orders and to au¬ 
thorize or approve transportation of 
household goods and personal effects. 

(g) To dispose of personal property of 
the Federal Housing Administration 
other than that acquired under insur¬ 
ance contracts. 

<h> To Issue orders for publication of 
notices and advertisements in newspa¬ 
pers. magazines and periodicals. 

(i) To provide logistic, communica¬ 
tions and other necessary services, in¬ 
cluding the maintenance of indispensa¬ 
ble records at the relocation center in 
connection with the Civil Defense pro¬ 
gram. Issues necessary Civil Defense 
identification for Headquarters and 


Field. Approves emergency relocation 
sites for Field Offices. 

$ 200.73 Assistant Commissions for 
Audit and Examination and Deputy To 
the position of Assistant Comrtu ? loner 
for Audit and Examination and under 
his general supervision to the position ol 
Deputy Assistant Commissioner for Audit 
and Examination there is delegated the 
following basic authority and functions: 

<a» To be responsible to the Commis¬ 
sioner for the coordination and general 
supervision of the Audit Division and 
Examination Division comprising the fol¬ 
lowing functions: 

(li The maintenance of a coruinuin* 
comprehensive fiscal audit program, 
both internal and external, including 
audit of mortgagees. mortga >rs and 
rental brokers for the purpose of provid¬ 
ing the Commissioner with continuing 
assurance of the soundness and integrity 
of operations; conformity with appli¬ 
cable laws, regulations, policies stand¬ 
ards, and procedures; 

(2) The maintenance of a continuing 

independent check on operation:, of the 
Federal Housing Administration for ad¬ 
herence to statutory and regulatory re¬ 
quirements and established procedures, 
policies, standards and management 
practices; the evaluation of attainment 
of objectives; , ,. 

(3) The recommendation of invesu- 
gation and action by response au¬ 
thorities in cases of suspected violation 
of statutes or contract terms 

<b> To act for the Commit!oner in 
the determination of noncomplinnce with 
statutes, including the criminal statutes, 
rules, regulations, policies, procedures 
and Instructions governing FHA opera¬ 
tions and participants in FHA program*, 
to direct remedial action: aBfto.ear, 
expedite, coordinate and provide Ubon 
with respect to investigation requests to. 
and investigative reports from, tnc ui- 
flec of the Administrator, Housing an 
Home Finance Agency. 

<c> To act with the Commissioner m 
the determination of basic policy and to 
be a member of the Executive Board. 

5 290.74 Auditor and Deputy To tb* 
position of Auditor and under his gen¬ 
eral supervision to the position oI IW 
Auditor there U delegated the following 
basic authority and functions: 

<a) To be responsible for * «°JJtinii 
ins audit of the fiscal accounts of w 
Administration, including the fbcoi » 
counts of the field offices, and me w 
counts of approved mortgagees 
governmental supervision, to dete 
compliance with the supervision 
menu of the administrative regulate 
(b) To conduct audits of 
and mortgagors partlcipatli^ ii ' 1 - ^ 
surance programs of the Attaint — j 
including on-site mtamtoaUon of 
records and accounts of such m° lt * 
and mortgagors. uD t* 

<c> To conduct audits of the ^ 
and records of rental &r°kerab - •^ 
on-slte audits and examination* pU . 
accounts and records, to slrJ tlve 

ance with the fiscal and 
requlrcmcnU of the Administr * 

5 200 75 Director 
Division and Deputy. To the post 
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Director of the Examination Division and 
under his general supervision to the posi¬ 
tion of Deputy Director of the Examina¬ 
tion Division there Is delegated the fol¬ 
lowing basic authority and functions: 

(a) To conduct comprehensive peri¬ 
odic and special examinations of FHA 
operations and activities, except those 
of a fiscal and financial character, for 
adherence to statutory and regulatory 
requirements, established procedures, 
standards, and management practices; 
and to evaluate and report on compli¬ 
ance with requirements and attainment 
of objectives. 

<b> To develop recommendations for 
further Investigations by appropriate au¬ 
thorities in cases of suspected violations 
of existing statutes, regulatory require¬ 
ments. or contract terms. 

1200.76 Assistant Commissioner for 
Title / and Deputy. To the position of 
Attbtunt Commissioner for Title I and 
under his general supervision to the posi¬ 
tion of Deputy Assistant Commissioner 
for Title I there is delegated the follow¬ 
ing basic authority and functions: 

(a) To direct the activities of the Title 
1 Division. 

(b> To establish and maintain the op¬ 
erating procedures whereby insurance 
operations under section 2 of Title I of 
the National Housing Act shall be con¬ 
ducted 

(c> To develop and recommend basic 
policies affecting Title I insurance opera¬ 
tions. 

<d> To exercise the authority of the 
Commissioner under the regulations gov- 
loans reported for insurance 
wider section 2 of Title I of the National 
Hawing Act In any instance which is 
tubject to the approval of the Commis- 
Honer. 

<e> To issue or cancel contracts of 
msuranco under Title I of the National 
Act and transfer such con- 
trsets and the rights and benefits ac- 

tottUuiiQnl ereimdCr bctwwn lendlnB 
To reject or accept for insurance 
or advances of credit made under 
.h! ?, rovisJon * of section 2 of Title I of 
uw National Housing Act that require 

Prior approval of the Federal Hous- 

Commissioner. 

tir.fLT? lnstJtute Precautionary mens* 
ores wm, respect to any dealer or con- 
«r«tor operating under the provisions 

BoSacI 0 * T,t,C 1 ° f thC Notional 

ihl h rf-, To act wlth thp Commissioner In 
or basl <= Policy and to 
** » member of the Executive Board. 

delegations to committees 
fj- 200 ^ 5 Executive Board—( a) Mem- 
Uve f onunmee called the Execu- 
tnemh rJ d Is comprised of the following 
rn^?T? lUsloner * Chairman; 

. Commted^ vice Chairman; 

Counsel: Assistant Commls- 
CmmJl FiCld operaUons * Assistant 
f 0r Mortgages and Prop- 
meal stn i Stank Comm Lssioner for Tech¬ 
ier t£r? ndards: Assi8ta nt Commissioner 
A&sistant Commissioner 
lor 1 ‘ a , nd Commissioner 

Audit and Examination. 


(b) Functions . The functions of the 
Executive Board are to consider and ad¬ 
vise with respect to basic policy, plans 
and general program matters of the 
Administration. 

9 200.86 Security Committee —<a) 
Members. The Security Committee is 
comprised of the following members: 
Personnel Security Officer. Chairman: 
Director of Personnel. Vice Chairman; 
Assistant Commissioner for Field Opera¬ 
tions; and Assistant Commissioner for 
Administration. 

<b> Functions. The functions of the 
Security Committee are: 

(1) To make recommendations to the 
Commissioner from time to time with 
respect to the designation of sensitive 
positions under the Security Regulations 
of the FHA, or the revocation of such 
designations. 

<2) To advise with and make recom¬ 
mendations to the Commissioner regard¬ 
ing any security matter which the Per¬ 
sonnel Security Officer may bring before 
the committee for advice or consultation. 

9 200.87 Management Improvement 
Committee —<a> Members. The Man¬ 
agement Improvement Committee is 
comprised of the following members: 
Assistant Commissioner for Programs, 
Chairman; Director of Personnel Divi¬ 
sion, Vice Chairman, and one appointee 
of each of the following: Assistant Com¬ 
missioner for Field Operations; Assistant 
Commissioner for Technical Standards; 
Director of Budget Division; and Direc¬ 
tor of Management Engineering Division. 

<b) Functions. The functions of the 
Management Improvement Committee 
arc to maintain and operate an FHA Em¬ 
ployee Suggestion System within the 
framework of the over-all Employee 
Awards Program. 

5 200 88 Property Management Com¬ 
mittee —(a) Members. The Property 
Management Committee is comprised of 
the following members: Assistant Com¬ 
missioner for Mortgages and Fhroperties. 
Chairman; Assistant Commissioner for 
Programs. Vice Chairman; Assistant 
Commissioner for Technical Standards; 
Assistant Commissioner for Title I; and 
the General Couasel or his designee (as 
legal advisory member, ex officio). 

(b) Functions. The functions of the 
Property Management Committee are: 

(l) To pass upon and determine the 
action to be taken with respect to the ac¬ 
ceptance or rejection or any offer to 
purchase a property or mortgage ac¬ 
quired by the Commissioner in connec¬ 
tion with multifamily housing mortgage 
insurance and yield insurance operations, 
the sale and terms of sale of mortgages 
taken as security in connection with the 
sale of such properties, and offers to 
purchase a group of five or more proper¬ 
ties acquired by the Commissioner in 
connection with home mortgage insur¬ 
ance operations, and to establish general 
policies with respect thereto. All docu¬ 
ments and instruments relating and inci¬ 
dent to a formal acceptance or rejection 
of such offer shall be executed by the 
Chairman or. in his absence, the Vice 
Chairman for and on behalf of the 
Commissioner. 


(2) To determine whether or not an 
expenditure is “necessary to carry out 
the provisions 44 of Titles I. H. VI, VII. 
VHT and IX as such term is used in 
section 1 of the National Housing Act, 
and to approve such expenditure for and 
on behalf of the Commissioner w henever 
such a determination and approval is, in 
the opinion of the General Counsel, 
necessary to support the legal authority 
of the Commissioner to make such 
expenditure. 

(3) In connection with the functions 
of this committee, the Chairman and, in 
his absence, the Vice Chairman, arc au¬ 
thorized to execute in the official name 
of the Commissioner, as his agent, all 
contracts of sale, deeds or any other 
documents or instruments necessary In 
connection with the sale of properties 
or with conveyance of title of such 
properties. 

<4> Tills committee shall meet at the 
call of the Chairman or. in his absence, 
the call of the Vice Chairman and shall 
maintain minutes of each meeting to 
reflect the % various actions taken by the 
committee‘pursuant to this authority. 

9 200.89 Substantial Compliance 
Committee—in) Members. (l> The 
Substantial Compliance Committee is 
comprised of the following members: 
Assistant Commissioner for Title I, 
Chairman; Assistant Commissioner for 
Administration; Assistant Commissioner 
for Programs; the Comptroller; and the 
Chief Counsel. TiUe I Section, Legal 
Division. 

(2) Three members shall constitute a 
quorum. 

<b> Functlms. The functions of the 
Substantial Compliance Committee are 
to waive compliance with regulations 
heretofore or hereafter prescribed with 
respect to the interest and maturity of. 
and the terms, conditions, and restric¬ 
tions under which ioans. advances of 
credit and purchases may be Insured 
under section 2 of Title I of the National 
Housing Act if. in the judgment of the 
committee, the enforcement of such reg¬ 
ulations would impose an injustice upon 
an insured institution which has sub¬ 
stantially compiled with such regula¬ 
tions in good faith and has refunded or 
credited any excess charge made, and if 
such waiver does not involve an increase 
of the obligation which would have been 
involved if the regulations had been fully 
complied with. 

MISCELLANEOUS DELEGATIONS 

9 200.95 Field Office Chiefs of Opera - 
Nous. To the position of Field Office 
Chief of Operations, and to each of them, 
there is delegated the following duties 
and functions: 

(a) To execute regulatory agreements 
and to issue eligibility statements and 
commitments for insurance and to ex¬ 
ecute insurance contracts pursuant to 
such commitments. 

(b) To approve a change in amount, 
a change in term, extension of the date 
of commencement of construction, ex¬ 
tension of the expiration date, or any 
other modifleation In the commitment 
for insurance or insurance contract. 

(c) To approve permissible refunds of 
processing fees. 
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<d> To consent to the release of 
mortgagors. 

<e) To consent to the release of por¬ 
tions of mortgaged property from the lien 
of the mortgage. 

<f> To approve or disapprove for 
mortgage insurance advances of mort¬ 
gage money during construction and 
execute such instruments as may be 
necessary in connection therewith. 

(g> To approve or disapprove “Change 
Orders'‘ during construction. 

(h* To direct field office physical in¬ 
spections of properties covered by 
Insured project mortgagees, examination 
of operating reports and mortgagee 
annual inspection reports, and to in¬ 
stitute corrective action to cure defi¬ 
ciencies disclosed by such inspections 
and reports. 

<1) To approve or disapprove requests 
from mortgagors for permission: 

(D To furni&h rental units. 

<2> To provide tenants with equip¬ 
ment or services not contemplated in the 
original processing of the application 
for mortgage insurance or. in the case 
of a Commissioner-held purchase money 
mortgage, not contemplated at the time 
of sale. 

<3> To alter, modify, or add to the 
physical structure. 

(4) TO withdraw funds from replace¬ 
ment reserves for replacement of items 
originally scheduled. 

<jj To approve or disapprove rent in¬ 
creases and seasonal rental charges in 
rental projects covered by insured or 
Commissioner-held mortgages and to 
investigate and determine action to be 
taken on tie-in charges for apartment, 
garage, furniture, and equipment rentals. 

(k > To approve or disapprove the plan 
of management of cooperative mort¬ 
gagors under an insured mortgage. 

(1) In connection with cooperative 
projects covered by Insured mortgages, 
to determine the adequacy of carrying 
charges and approve or disapprove such 
charges. 

<m> To exercise the authority of the 
Commissioner, where required, in grant¬ 
ing prior credit approval under the pro¬ 
visions of Title I of the National Hous¬ 
ing Act and regulations thereunder. 

i n» To approve or disapprove requests 
of a mortgagee to obtain title by deed In 
lieu of foreclosure to property covered 
by an Insured home mortgage. 

(0> To approve or disapprove requests 
of mortgagees for extension of the 
regulatory period for commencement of 
foreclosure, the regulatory period for 
election to assign the mortgage to the 
Commissioner, and the regulatory period 
within which to tender properties to the 
Commissioner. 

<p> To approve or disapprove plans 
to reinstate defaulted Commissioner- 
held mortgages and to initiate action to 
cure defaults of Commissioner-held and 
insured mortgages. 

(q) In connection with the new home 
loan provisions of the regulations Issued 
pursuant to Title I of the National Hous¬ 
ing Act, to approve the sale by insured 
institutions of acquired property where 
the insured institution exercises its op¬ 
tion to sell the property in the open 


market in lieu of conveyance to the Com¬ 
missioner. 

<r> To assess late charges against de¬ 
linquent mortgagors under Commission¬ 
er-held home mortgages. 

(s> To determine and initiate action 
to acquire properties under defaulted 
Commissioner-held home mortgages by 
foreclosure. 

(t> To direct the affairs of mortgagor 
corporations when control has been as¬ 
sumed by the Federal Housing Commis¬ 
sioner as preferred stockholder. 

(u) To execute contracts for supplies 
and services in accordance with the pro¬ 
visions of the Field Operating Manual 
and as approved by the Assistant Com¬ 
missioner for Mortgages and Properties 
either specifically or as a part of an 
acquired property management program. 

(v) To execute contracts for the sale 
of any properties and projects owned by 
the Federal Housing Commissioner upon 
approval of any such sale by competent 
authority. 

<w) In connection with the sale of 
Commissioner-owned properties or proj¬ 
ects, to consent to the assignment of the 
interest of the contract purchaser under 
a contract for deed and to the substitu¬ 
tion of mortgagor under a mortgage held 
by the Commissioner. 

(x> To execute applications and other 
documents In connection with any func¬ 
tion which the Federal Housing Admin¬ 
istration may perform for any other 
agency or agencies of the United States. 

<y) To endorse loss drafts and checks 
for settlement of claims for insurance 
losses on insured mortgages and Com¬ 
missioner-held mortgages, both home 
and multlfamily. 

i 200.06 Field Office Director* and As¬ 
sistants. To the position of Field Office 
Director, and to each of them, and to 
the position of Assistant Field Office Di¬ 
rector, and to each of them, there is 
delegated the duties and functions as set 
forth in 5 200.95. 

5 200.97 Zone Operations Commis¬ 
sioners and Deputies . To the position of 
Zone Operations Commissioner, and to 
each of them, and to the position of Dep¬ 
uty Zone Operations Commissioner.’ and 
to each of them, there is delegated the 
duties and functions as set forth in 
* 200.95. 

i 200.98 Assistant Commissioner for 
Mortgages and Properties and Directors 
under his supervision . To the position 
of Assistant Commissioner for Mortgages 
and Properties and to the position of Di¬ 
rector. and to each of them under his su¬ 
pervision. there is delegated the follow¬ 
ing duties and functions: 

<a> To exercise the authority of the 
Commissioner under the Administrative 
Regulations pursuant to any section or 
title of the National Housing Act In any 
instance requiring the approval of the 
Commissioner. 

<b> (1) To approve the Insurance of 
mortgages taken as security in connec¬ 
tion with the sale of properties conveyed 
to the Federal Housing Commissioner. 

<2> To the positions in this section 
there are delegated the duties and func¬ 
tions as set forth in l 200.95. 


f 200.99 Assistant Commissioner for 
Field Operations and Deputy . To th« 
position of Assistant Commisslor,' r for 
Field Operations but not to the position 
of Deputy Assistant Commissioner for 
Field Operations there is delegated the 
following duties and functions: 

<a> To exercise the authority of the 
Commissioner under the Admini.vtntiv* 
Regulations pursuant to any section or 
title of the National Housing Act in any 
instance requiring the approvul of th« 
Commissioner. 

ib> (1) To approve the Insurance of 
mortgages taken as security in connec¬ 
tion with the sale of properties conveyed 
to the Federal Housing Commissioner. 

(2) To the position of Assistant Com¬ 
missioner for Field Operations and to 
the position of Deputy Assistant Com¬ 
missioner for Field Operations there is 
delegated the duties and functions as set 
forth in 5 200.95. 


f 200.100 Assistant Commissioners 
To the position of Assistant Commis¬ 
sioner. and to each of them, in addition 
to the authority granted under the pro¬ 
visions of section 204 <g> of the Na¬ 
tional Housing Act, there is delegated 
the following duties and functions: 

(a> To execute in the name of the 
Commissioner proofs of claim against 
bankrupt, insolvent and decedent 
estates. 

(b> To execute releases of obligations, 
including notes. Judgments and other 
evidences of Indebtedness, and to release 
liens of any kind held as security for such 
obligations. 

<c> To execute the power and author¬ 
ity vested in the Commissioner under 
the regulations governing property and 
obligations held by the Federal Housing 
Commissioner and approved by the Sec¬ 
retary of the Treasury. 

| 200.101 Division Directors and thdr 
Superiors . the General Counsel , and b irli 
Office Directors and Assistants. To the 
position of Division Director, and to each 
of them, and to all of their superiors as 
well as to the position of General Couru« 
and to the position of Field Office Direc¬ 
tor and Assistant Field Office D ; rec ^j 
and to each of them, there is delegate 
the duty and function to certify that (un¬ 
cial long distance calls made * erf 
necessary in the interest of the Govern- 
ment. pursuant to section 4 of the ac 
approved May 10. 1939 (53 Stat. *35 . 


5 200.102 Classified Information C<n- 
ol Officer . To the position of ClasriM 
iformatlon Control Officer there is 
UCd the following duties and functions- 
(a) To receive all classified 
on addressed to the Federal Housto* 
dminist ration and to be response 
re proper dissemination thereof. 

<b> To safeguard all classing 1™°* 
lation in accordance with e*tab.«i 
*curlty standards. 

tc) To keep all officials of the 
dvised of security standards a a 
ulrements with respect to the 
uarding and dissemination of class 
^formation. 

ft 200.103 Personnel Security 
nd Deputy. To the position of F crsg " 
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nd Security Officer and under his direc¬ 
tion and supervision to the position of 
Deputy Security Officer there is dele¬ 
gated the following duties and functions: 

(a) To be responsible for the estab¬ 
lishment and administration of a secu¬ 
rity pro ram in the Federal Housing 
Administration. 

ib) Tn participate in conferences and 
discussions as the security representative 
of the FHA with officials of other govern¬ 
ment agencies for the purpose of making 
effective the National Personnel Security 
Program. 

tc> To clear personnel of the FHA for 

iciwitlve positions. 

(d> To evaluate security reports and 
to take final action In security cases of 

iD types. 

ic> To participate in proceedings be¬ 
fore security hearing boards in any in¬ 
stance where an FHA employee is 

Involved. 

<f> To prepare reports and releases as 
required by the Attorney General and 
the Civil Service Commission in the 
ftdminm ration of the FHA security 

program 

SUBPART E—MORTGAGE INSURANCE 
PROCEDURES AND PROCESSING 

1200,140 Scope of subpart. This 
iubpart is confined to general procedures 
snd processing covering mortgage in- 
funine** irrespective of the particular 
pfosTam involved. More specific infor¬ 
mation regarding procedures and proc- 
rasim? including variances under the 
several titles and sections of the National 
Boosing Act, are treated in other pro¬ 
tons of this chapter. 

1 200 141 Procedure in general . All 
ttortyace insurance programs Involve 
four basic steps. First, applications for 
umirance; second, commitments for 
laiuraut'e; third, insurance endorse- 
and fourth, claims for losses. 


APPLICATION FOR INSURANCE 


1 200 142 Form and filing. Any 
urtanmal institution approved by the 
Commissioner as a mortgagee may apply 
jor mortgage Insurance. The applica¬ 
te * orm m *y be obtained from any 
UJkral Housing Administration field 
:*™v The application must be sub¬ 
mitted to the office having jurisdiction 
V** area in which the property 
. n **'d in the application and oiTered 

w Recurity lr, located. 


. J 200 U3 Purpose and content. Ev¬ 
ery application, whether for insurance of 

* 1or project type mortgage. 

rt *h l he required information to 
ab.e FRA to determine eligibility 
bMM? r a particular program. The ellgi- 

* * consideration covers three general 
artajr ‘ as follows: 

timw T!? r cllgi bility of the proposed loan 
mu J . * utut ** L e.. term, interest 
w ’ f mort ? a &® amount, and ratios of 
tovaine or replacement cost. 

ell RlbUlty of the property with 
tor^V° com * llancc with FHA statu- 
***** re £ulatory requirements, 
iaao* eligibility of the mort- 

abilitv ^ re ® ftr< * Lh® mortgagor’s 
ttoru-;u:ccjcb^ and pay 016 proposed 

Ba* 228- 9 


<2> Applications are designed to meet 
the requisites of the several programs. 
Accordingly, the applications will call for 
certain supplemental information, such 
as drawings and specifications, financial 
statements, exhibits and other Informa¬ 
tion appropriate to enable the FHA to 
make the necessary determinations con¬ 
cerning eligibility. 

8 200.144 Fees . Each application 
must be accompanied by a fee for exam¬ 
ination In an amount in effect on the 
date the application is filed as indicated 
by the regulations covering the particular 
insurance program. 

8 200.145 Technical analysis and un- 
dcncriting processing. <a> When an 
application for mortgage insurance is 
received in the Field Office It is recorded 
and a receipt issued therefor. The pro¬ 
posed transaction Is then analyzed to de¬ 
termine whether the application and 
supporting information is in proper form 
for underwriting processing. 

<b> Underwriting processing Involves 
consideration of the elements having to 
do with eligibility for Insurance includ¬ 
ing review of the planning, construction, 
and specifications, cost estimation and 
valuation, and credit analysis. The find¬ 
ings are included in a report and recom¬ 
mendation which is the basis for the 
commitment. 

8 200.146 Acceptance. refection and 
reconsideration, (a) If an application 
for mortgage insurance meets the eligi¬ 
bility requirements a commitment for 
insurance is issued. 

<b> If the application for mortgage 
insurance is not eligible for processing 
or does not qualify, this fact is reported 
to the applicant together with the rea¬ 
son for the rejection. 

<c) A rejected application for mort¬ 
gage insurance may be reconsidered t pon 
written request to the Field Office which 
rejected [he application. 

COMMITMENT FOR INSURANCE 

8 200.147 Issuance of commitment. 
After a determination that the mort¬ 
gagor and the property offered for se¬ 
curity meets the standards and require¬ 
ments as to eligibility, a commitment is 
prepared and forwarded over the signa¬ 
ture of the Authorized Agent to the ap¬ 
proved mortgagee setting forth the 
terms and conditions under which the 
mortgage transaction will be insured. 
The commitment is a binding contract 
between the FHA and the mortgagee pre¬ 
senting the application. 

8 200.148 Types of commitments —fa) 
Home mortgages. In connection with 
home mortgages the commitment issued 
may be conditional or firm. 

<1) Conditional commitment. A con¬ 
ditional commitment is requested in a 
case where the mortgagor is unknown 
and therefore cannot be specified in the 
application. The Commissioner agrees 
to insure a mortgage on specified prop¬ 
erty in an amount and under the terms 
specified, provided the property is sold 
to a purchaser who is satisfactory to the 
FHA as a borrower. 

(2) Firm commitment. A firm com¬ 
mitment is requested where the mort¬ 
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gagee desires insurance of a mortgage 
on specified property with a named 
mortgagor in an amount and on terms 
set forth in the commitment. 

(b) Project mortgages. In connection 
with project mortgages the mortgagee 
may specify which of two types of com¬ 
mitments he desires. 

<1) Commitment for insurance of ad¬ 
vances. A commitment for insurance of 
advances specifies that the FHA will 
insure construction advances, subject to 
compliance with the commitment terms. 

<2) Commitment to insure upon com- 
pletion . A commitment to insure upon 
completion does not include construction 
advances, but provides that the FHA 
will insure the mortgage upon completion 
of the project subject to compliance with 
the commitment terms. 

! 200.149 Terms and conditions, fa) 
The commitment sets forth the exact 
conditions under which the FHA will in¬ 
sure the mortgage loan. It Indicates the 
maximum eligible term of yeors, the 
amount of such loan, the interest rate 
and the amount of the monthly install¬ 
ment, Including principal and interest. 
In addition, in connection with proposed 
construction there may be provision for 
structural requirements and the number 
and type of inspections necessary. In 
ihc case of project mortgages, the com¬ 
mitment may indicate a schedule of ad¬ 
vances which will be insured upon a 
finding that such advances are made In 
accordance with the commitment. 

lb) A commitment Is for a definite 
period of time and contains cancellation 
conditions which permit FHA to cancel 
the commitment in case of non-com¬ 
pliance with its terms. Upon full com¬ 
pliance with the terms of the commit¬ 
ment instrument, the FHA is legally 
bound to endorse the mortgage for in¬ 
surance. 

INSURANCE ENDORSEMENT 

8 200 150 Request for endorsement. 
When all conditions of the commitment 
are fully met the commitment, together 
with all supporting documents such as 
the note, mortgage and any other ex¬ 
hibits as required by the terms of the 
commitment, are returned to the FHA 
by the mortgagee with request for en¬ 
dorsement for insurance. 

8 200.151 Filial review. Upon receipt 
of a request for endorsement the FHA 
makes a final review of the commitment 
and the supporting documents to de¬ 
termine that all arc in proper order and 
that the terms and conditions have been 
fully performed. 

8 200.152 Endorsement for insurance. 
When it has been determined that the 
terms and conditions of the commitment 
have been fully complied with, the FHA 
Insures the mortgage and evidences the 
insurance by the Authorized Agent’s 
signature in the endorsement panel on 
the mortgage note which is then re¬ 
turned to the mortgagee. After this en¬ 
dorsement the mortgagee is entitled to 
the benefits of insurance subject to com¬ 
pliance with the administrative regula¬ 
tions which are, in effect, a part of the 
insurance contract. 
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CLAIMS FOR LOSSES 

9 200.153 Presentation of dlalm. In 
the event of a default of an insured mort¬ 
gage the mortgagee presents a claim for 
insurance benefits. The application 
form for debentures and certificate of 
claim may be obtained from the Head¬ 
quarters Office in Washington and is 
filed with the FHA Comptroller in Wash¬ 
ington. D. C. 

5 200.154 Notice of default. Upon de¬ 
fault in a mortgage the mortgagee sub¬ 
mits a notice of default status to the 
FHA Insuring Office having Jurisdiction 
over the area wherein the mortgage se¬ 
curity is located. 

9 200.155 Claim requirements. To 
perfect its claim for payment the mort¬ 
gagee is required either to assign the 
mortgage to the Commissioner or tender 
to him a good merchantable title to the 
property covered by the insured mort¬ 
gage. In the home mortgage programs 
the mortgagee is required to foreclose 
the insured mortgage and obtain title 
to the property under a deed conveying 
good merchantable title. In project 
mortgage programs the foregoing proce¬ 
dure may be followed or the mortgagee 
has an alternative option to assign the 
project mortgage to the Commissioner. 
If the latter option is exercised the claim 
for Insurance is reduced by one percent 
of the amount of the mortgage. 

9 200.156 Settlement of claims. Upon 
approval of title conveyance thereof and 
delivery of possession of the property to 
the Commissioner, debentures and a cer¬ 
tificate of claim arc issued to the mort¬ 
gagee in accordance with a computation 
provided by statute for the particular 
program. The debentures include an 
amount equal to the unpaid principal of 
the mortgage plus certain other items 
such as advances made for hazard in¬ 
surance, payment of taxes, FHA mort¬ 
gage insurance premium and a portion 
of foreclosure expenses. The terms of 
the statute strictly control the amounts 
which may be allowed in debentures. 
Certain expenditures made by the mort¬ 
gagee, not allowed in the debentures, ore 
included in the certificate of claim. 

9 200.157 Debentures. All FHA de¬ 
bentures arc negotiable, are issued by 
and become an obligation of the particu¬ 
lar mortgage fund under which the mort¬ 
gage is insured, and are fully guaranteed 
as to principal and interest by the United 
States. Debentures carry a rate of in¬ 
terest prescribed by the Commissioner 
but not in excess of an annual rate deter¬ 
mined by the Secretary of the Treasury 
in accordance with a prescribed statu¬ 
tory formula involving yields or prices 
of outstanding marketable obligations of 
the United States. Debentures are re¬ 
deemable on call Issued by the Commis¬ 
sioner. They may be freely sold or 
assigned and may be used by approved 
mortgagees in lieu of cash for payment 
of FHA mortgage insurance premiums 
relating to the same insurance fund 
under which the debentures are issued. 

9 200.158 Certificates of claim . The 
certificate of claim issued to the mort¬ 
gagee at the time debentures are issued 
constitutes an agreement by the FHA 


that after the FHA has recovered its 
investment in a particular property any 
excess over and above such investment 
is available for payment on the certifi¬ 
cate of claim. Certificates of claim bear 
interest at the rate of 3 percent per 
annum. 

SUBPART F—PROPERTY IMPROVEMENT tOAN 
PROCEDURES AND PROCESSING 

LOAN TRANSACTION 

9 200.165 Lender's application for in¬ 
surance. Any financial Institution which 
has qualified as an approved lender may 
apply to the Federal Housing Admin¬ 
istration for insurance against losses on 
account of personal loans made for alter¬ 
ations, repairs or Improvements upon or 
in connection with existing structures 
which substantially protect or improve 
basic livability or utility as well as in¬ 
surance against losses in connection with 
the building of new nonresidentlal farm 
and non-farm structures. The maxi¬ 
mum principal amount of such loans is 
set forth in section 2, Title I of the Na¬ 
tional Housing Act. 

9 200.166 Lending area, (a) The Fed¬ 
eral Housing Administration expects a 
qualified lender to confine its Property 
Improvement loan business to the trad¬ 
ing area usually served by the Institution 
in its normal operations. The lender 
must be in a position to investigate 
credits, make spot checks of the im¬ 
provements being financed, and have its 
own employee or qualified representative 
make personal contact with delinquent 
borrowers. 

<b) Prospective borrowers may obtain 
a list of qualified lenders in the particular 
area by writing to the Federal Housing 
Administration field office in the locality 
or to the Headquarters Office in Wash¬ 
ington, D. C. Prescribed forms for use in 
connection with Property Improvement 
loans are made available by lenders. 

§ 200.167 Credit investigation of bor- 
rower. Property Improvement loans are 
primarily character loons, and the credit 
standing and credit Instrument of the 
borrower are of primary Importance. In 
accepting a contract of insurance the 
lender assumes the responsibility of ap¬ 
plying sound principles in the evaluation 
of credit. The borrower applicant must 
furnish the lender with an executed 
credit application on a form approved by 
the Commissioner and disclosing infor¬ 
mation sufficient to satisfy the lender 
that the applicant represents an accept¬ 
able credit risk, Including Information 
that the loan is for the alteration, repair 
or improvement of property in which the 
borrower has an eligible interest as 
owner or lessee. The determination as 
to the eligibility of a loon for insurance 
and the approval of borrower’s credit and 
all other details of the transaction are 
handled by the lender, without prior ex¬ 
amination or approval of the transaction 
by the Federal Housing Administration, 
except as specifically required by the 
regulations. 

9 200.168 Other requirements for a 
Property Improvement loan. The note 
or other evidence of the obligation taken 
by the insured must be valid and en¬ 
forceable against the borrower and must 


be payable in installments. Tl, bor. E 
rower must have either a fee tnje, life I 
estate, a purchaser’s Interest in a lard | 
contract, or a lease having a fixed urn 
expiring not less than six caiendii I 
months after the maturity of th icon. 9 
The fee title or life estate may bo sub- | 
Ject to a mortgage or other lien The | 
regulations provide maximum maturity 1 
and maximum amounts for loair of varl- I 
ous classes and sets forth m .mm 1 
financing charges and certain ttemi I 
which are considered ineligible for ioaai I 

9 200.169 Direct borrower Icci The I 
Propery Improvement loan may be ini- I 
tiated by a borrower who gives his credit I 
application directly to a lender Tb« I 
proceeds of a loan thus made ire de- I 
livered directly to such borower with- I 
out the intervention or particip: .on of I 
a dealer or other intermediary I 

5 200.170 Loan through a dealei' A!w I 
eligible as Property Improvement loam I 
are dealer-originated cases where the I 
dealer or contractor first obtain a credit 
application for the loon from the bor- I 
rower and. after completing th** work, 
has a note and completion certificate 
signed by the borrower. The dealer pre¬ 
sents these documents to the lender and 
receives the proceeds of the loan, after 
the lender determines that the transac¬ 
tion is eligible for insurance. The Fed¬ 
eral Housing Administration not 
approve dealers for participation in the 
Property Improvement loan program.* 
This is a responsibility of tht lender 
which by investigation must det mine 
that the dealer is reliable, financially 
responsible and qualified to perform sat¬ 
isfactorily the work to be financed and 
is equipped to extend proper service to 
the customer. The lender also makes | 
the Initial determination that the irons- j 
action is or is not insurable. . 

9 200.171 Notice toborrower A* leasI 
six calendar days prior to mak dia- 1 
bursement to a dealer the lender is re¬ 
quired to give the borrower written notice 
of the insured’s intention to disburse the 
proceeds of the loan if the application ** 
approved. Although the borrow* r need 
not acknowledge receipt of th* notice 
the lender must have a record of having 
mailed or delivered such notice 

DISBURSEMENT 

9 200.172 Disbursement of proceeds 
to dealer. In connection with all loan* 
not made directly to the borrower, the 
lender must have investigated and ap¬ 
proved the dealer and have In its pos¬ 
session, properly’ signed and dated: 

(a) Completion certificate signed by 
borrower Indicating work or materis# 
have been satisfactorily completed or 
delivered by dealer. 

<bi Copy of dealer’s contract or sales 
agreement signed by borrower and dealer 
describing the type and extent of im¬ 
provements to be made and the muterUi 
to be used. 

cc> Borrower’s authorization certifi¬ 
cate. if note is payable to lender. 

i 200.173 Disbursement of proeteit 
to borrower. The lender may ***?* 
tiie proceeds of the note directly to 
borrower by cash, by check or money 
order drawn solely in favor of the wr* 
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rower* or by crediting the borrower's ac¬ 
count In such transactions, the dealer 
does not participate In the disbursement 
in any manner and the borrower has 
complete control of the funds at all 
times . 

report and reserve 

1210 174 Report of loans. Within 
31 days after the loan is made or the 
note Ls purchased from the dealer the 
lender submits to the Federal Housing 
Administration Individual reports setting 
forth on a prescribed form the details of 
rach transaction. This Information, in- 
dudini: the name of the borrower, the 
location of the property, the amount of 
loan advanced, the finance charges, the 
date of the note, and the terms of pay¬ 
ment is the basis for computing the in¬ 
surance premium which will be due and 
payable by the lender and is the official 
record of the transaction with the Ad¬ 
ministration. This report results in the 
automatic insurance of the loan as soon 
m the required insurance premium is 
paid. 

1200 175 Insurance charge. The 
regulations provide for an annual insur¬ 
ance charge based on a fractional per¬ 
centage of the net proceeds of each loan 
reported for insurance. The lender Is 
billed once a month on all loans reported 
for insurance during the previous period 
the receipt of which have been acknowl¬ 
edged by the Commissioner. 


1 200.175 Insurance reserves. For 
each lender holding a contract of insur¬ 
ance. there is established by the Federal 
Bousing Administration a general In- 
tunuice reserve the amount of which is 
ba.<ed upon the number of loans the insti¬ 
tution reports for insurance during cer¬ 
tain periods. For each eligible loan 
reported by a lender and accepted for 
insurance. 10 percent of the net proceeds 
the loan is credited to the lender's 
Insurance reserve. The cumulative 
credits to the insurance reserve for each 
lender thus equals 10 percent of the net 
•mount advanced by it on all eligible 
tosna and a fiords insurance against losses 
on its overall lending operation. 


CLAIMS FOR REIMBURSEMENT FOR LOSS 


1200 177 Claims for payment. Claim 
jar reimbursement for loss on an eligible 
Property Improvement loan may be made 
*® Federal Housing Administration 
oy the lender after the borrower's de- 
*»ult. provided demand has been made 
[or the full unpaid balance of the note. 

raust 130 made within a pre- 
jenhtu period and be accompanied by 
r? frier's complete credit and collec- 
file for the transaction. The note 
nuiany security held or judgment taken 
be duly assigned to the United 
An examination and audit of 
55“ cln,m is made to determine com- 
ff“***V wilh the Provisions of the Na- 
Qtul Housing Act and the regulations. 


Amount of claim, (a) After 
th!r? detcj *mined that the loan and 
tender's claim for loss are eligible, 
c,:. k ’ I J d f r I* reimbursed by a United 
♦y._ yt Treasury check for 90 percent of 
S™ stained on the defaulted obli- 
r 1x1 addition, the lender may be 
Uon, / rsed M Provided by the regula¬ 
tor a certain proportion of attor¬ 


ney's fees and uncollected court costs 
arising out of efforts to collect the note. 

cb) If the claim is disapproved the 
lender is notified of the basis of such 
disapproval, with return to it of the 
insurance premium and ail related 
papers and documents. Appeal for re¬ 
consideration of disapproval may be had 
by addressing a written request to Head¬ 
quarters Office in Washington. D. C. 

$ 200.179 Establishment of account. 
The moneys derived from premium 
charges and all moneys collected as fees 
of any kind in connection with insur¬ 
ance of financial Institutions, and all 
moneys derived from the sale, collection, 
disposition, or compromise of any debt, 
contract, claim, property or security as¬ 
signed or held by the Commissioner are 
deposited in an account in the Treasury 
of the United States, which account is 
available for defraying the opernting ex¬ 
penses of the Federal Housing Adminis¬ 
tration in connection with Insurance of 
financial institutions and any amounts 
in such account which arc not needed 
for such purpose arc available for the 
payment of claims in connection with the 
insurance granted under the statute. 

SUBPART G — OFFICIAL RECORDS 

4 200.185 Availability of official rec¬ 
ords. Except to the extent that there Is 
involved any function of the United 
States requiring secrecy in the public in¬ 
terest or any matter relating solely to 
the Internal management of the Federal 
Housing Administration, matters of offi¬ 
cial record of the Federal Housing Ad¬ 
ministration. not held confidential for 
good cause, shall be available for the in¬ 
spection of persons properly and directly 
concerned upon application by such per¬ 
sons to the Insuring office having juris¬ 
diction or to the Headquarters Office in 
Washington, D. C. 

5 200.186 Confidential official rec¬ 
ords. Records which pertain to con¬ 
tracts of insurance between the lending 
institution and the Federal Housing Ad¬ 
ministration are confidential as to all 
persons other than the contracting 
parties. These records arc identified as 
follows: 

Title I Loan Report. 

Title I Refinancing Report. 

Title I Reconcilement Statement. 

Title I Transfer of Note Report. 

Borrower's Application together with the 
exhibit* attached thereto. 

Mortgagee's Application for Insurance, to¬ 
gether with the exhibits attached thereto. 

Commitment for Insurance. 

Statement of PHA Appraisal. 

Contract of Insurance. 

Compliance Inspection Reports. 

Mortgagee's Assurance of Completion. 

Note. Bond or other Credit Instrument. 

Mortgage or other Security Instrument. 

Modification Agreement. 

Rental Computation. 

Consent to Substitution of Mortgagors 

Notice of Transfer by Transferor and 
Transferee. 

Report of Prepayment. 

Notice of Default. 

Application for Debentures and Certificate 
of Claim, 

SUBPART H—ENFORCEMENT REMEDIES 
REFUSAL OF PARTICIPATION 

5 200.190 Authority of Director. Any 
official designated by the Commissioner 


as the Director of a Field Office is au¬ 
thorised to refuse the benefits of partici¬ 
pation (either directly as a borrower, or 
indirectly as a builder, contractor, dealer, 
salesman, or sales agent for a builder, 
contractor or dealer i under Title I, H, 
VI. VII, VIII or IX of the National Hous¬ 
ing Act. as amended, to any person or 
firm (including but not limited to 
any Individual, partnership, association, 
trust, or corporation) if the Director 
has determined that such person or firm: 

(a) Has knowingly or willfully vio¬ 
lated any provision of the Act or any 
regulation issued thereunder, or any 
provision of Title III of the Servicemen’s 
Readjustment Act of 1944. as amended, 
or of any regulation issued by the Ad¬ 
ministrator of Veterans' Affairs there¬ 
under. or 

(b) Has. in connection with any 
construction, alteration, repair or Im¬ 
provement work financed with assistance 
under the Act or Title III of the Service¬ 
men's Readjustment Act of 1944. as 
amended, or in connection with con¬ 
tracts or financing relating to such work, 
violated any Federal or State penal 
statute, or 

(c) Has fall^ materially to properly 
carry out contractual obligations with 
respect to the completion of construc¬ 
tion, alteration, repair, or improvement 
work financed with assistance under the 
act or Title III of the Servicemen's Re¬ 
adjustment Act of 1944. as amended. 

4 200.191 Notice. Before any de¬ 
termination is made to refuse any per¬ 
son or firm the benefits of participation 
notice of the proposed determination in 
writing and signed by the Director, shall 
be given and transmitted to the inter¬ 
ested person or firm by registered mail, 
return receipt requested. 

{ 200.192 Hearing, request. Any per¬ 
son or firm that has been notified of a 
proposed determination is entitled to 
request an opportunity to be heard and 
to be represented by counsel. Any such 
request shall be made in writing ad¬ 
dressed to the Director of the Office from 
which it was received. The letter to the 
Director may also include a request for 
written notice specifying charges in 
reasonable detail. The request for an 
opportunity to be heard shall be made 
within ten days from the date of receipt 
of notice of the proposed determination. 
If at the end of such ten-day period, no 
request has been received, the Director 
may assume that an opportunity to be 
heard is not desired, and may proceed 
in the manner provided in 4 200 194 to 
notify the interested person or firm of 
his determination. 

4 200.193 Hearing, time and place. 
Upon receipt of a request for an oppor¬ 
tunity to be heard, the Director shall 
arrange a timely hearing. Notice of the 
time and place of such hearing shall be 
in writing, transmitted by registered 
mail, return receipt requested, and shall 
include a statement Indicating the in¬ 
formal nature of the proceedings and 
their purpose. 

4 200.194 Determination. After the 
person or firm against whom action is 
proposed has been afforded an oppor¬ 
tunity to be heard, the Director shall 
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make his determination on the prepon¬ 
derance of the evidence. The Director 
shall obtain the approval of the Com¬ 
missioner before making a final deter¬ 
mination withdrawing the approval of 
an approved mortgagee or terminating a 
lender’s Insurance contract under Title 
I of the Act. Notice of such determina¬ 
tion shall be made in writing, signed by 
the Director, and transmitted by regis¬ 
tered mall, return receipt requested. 
The Director’s determination shall be 
final and conclusive. 

1 200.195 Rescission and reinstate¬ 
ment. Any person or firm debarred from 
the benefits of participation may in writ¬ 
ing request reinstatement. The proce¬ 
dures for reinstatement are substantially 
similar to those invoked in the initial 
proceedings. In reaching his determina¬ 
tion regarding reinstatement the Direc¬ 
tor must be satisfied that the original 
wrongful act has been righted and also 
be persuaded from the assurances of the 
party concerned that he understands 
the requirements of the statutes and the 
administrative rules and regulations and 
that he will comply with them in the 
future. When a debarment has been 
rescinded a report thereof is forwarded 
to Headquarters Office in Washington. 
D. C,, and the party reinstated receives 
a notice of such reinstatement, 

UNSATISFACTORY RISK DETERMINATION 

$ 200.200 Basis of action. Any Field 
Office Director may reject an application 
for mortgage insurance on the grounds 
of unsound credit or unsatisfactory past 
experience. Applications will be re¬ 
jected where past experience with the 
proposed borrower, builder or other par¬ 
ticipant in the mortgage transaction In¬ 
dicates that his previous conduct or 
method of doing business has been such 
that his participation in the transaction 
would make it unacceptable from the un¬ 
derwriting standpoint of an insurer. 
The Unsatisfactory Risk Determination 
action ft usually temporary in nature 
and may be followed in aggravated coses 
by the application of section 512 proce¬ 
dures as set forth in l 200.190 et seq. 

5 200.201 Invitation to conference. 
The purpose of the application of Un¬ 
satisfactory Risk Determination proce¬ 
dure is to obtain a correction of the con¬ 
ditions giving rise to the administrative 
action. Accordingly, n person against 
whom administrative action is being con¬ 
sidered is usually extended an invitation 
to discuss the matter with the Director 
looking toward corrective action on the 
part of those Involved. Such an Invita¬ 
tion Is not extended if action is taken 
during investigation or pending court 
proceedings. 

5 200.202 Determination notice . 
When It is determined that a person is 
an unsatisfactory risk, the Director will 
notify such person by sending a regis¬ 
tered letter to his last known address, 
stating the date on which such Unsatis¬ 
factory Risk Determination is effective, 
a brief informal statement of the reasons 
for the same, and the name of the in¬ 
dividual firm, its officers and principal 
stockholders. 


5 200.203 Reinstatement. Reinstate¬ 
ment of persons and firms whose appli¬ 
cations or requests have been rejected 
under Unsatisfactory Risk Determina¬ 
tion procedure is within the discretion of 
the Director. The Director may enter¬ 
tain any proposal whereby the persons 
or firms affected make arrangements 
which w ill correct the conditions leading 
to the original determination. The ar¬ 
rangements for corrective action include 
proper assurances of future compliance 
in specified matters and agreement to 
abide by all applicable FHA regulations. 
Satisfactory corrective action having 
been taken the Unsatisfactory Risk De¬ 
termination is rescinded and withdrawn 
and the persons and firms arc reinstated. 

TITLE I PRECAUTIONARY MEASURES 

5 200.205 Basis of action. In order 
to protect homeowners and to avoid in¬ 
creased Insurance risks the Field Office 
Director will assist lending institutions in 
their efforts to supervise and control the 
activities of dealers and salesmen origi¬ 
nating Property Improvement loans 
where there are involved irregularities 
or disregard for the statute and Title I 
regulations. The Director will deter¬ 
mine the corrective action appropriate 
in the circumstances. 

I 200.206 Inquiry, notice and expla¬ 
nation. Upon receipt of information 
indicating unscrupulous and unethical 
practices on the part of a dealer, the 
Director will arrange for a prompt in¬ 
quiry by a member of his staff. After 
the inquiry the dealer is informally ad¬ 
vised in writing of the proposed deter¬ 
mination by the Director. The dealer 
may then request an opportunity to give 
his version of the surrounding circum¬ 
stances and answer or explain any de¬ 
rogatory charges or allegations made in 
connection with his Property Improve¬ 
ment loan operations. 

$ 200.207 Determination. When It 
has been determined that precautionary 
measures arc to be Instituted against a 
dealer the Director submits a recom¬ 
mendation to that effect to the Head¬ 
quarters Office in Washington, D. C. for 
consideration. If the recommendation 
is approved the dealer, insured Institu¬ 
tion, lending institution and insuring 
offices wiU be so advised, 

i 200.208 Rescinding actions. The 
Director may rescind precautionary 
measures actions if he has satisfied him¬ 
self that the dealer can and will conduct 
his future operations in accordance with 
the letter and spirit of the Act and the 
Title I regulations. The Director will 
forward his recommendation regarding 
any rescission to Headquarters Office in 
Washington. D. C. which will mall the 
rescission letter to all who received the 
original precautionary letter. 

Issued at Washington, D. C.. Novem¬ 
ber 18,1958. 

Norman P. Mason, 
Federal Housing Commissioner. 

IF. R. Doc. 58 0674; Piled. No?. 20. 1958; 

8:48 a. m j 


TITLE 36—PARKS, FORESTS, AND 
MEMORIALS 

Chapter I—National Park Service, 
Department of the Interior 

Part 20— Special Regulations 


CAPE HATTERAS NATIONAL 8EASHOBE 
RECREATIONAL AREA; HUNTIN ; 


Basis and purpose. The purp* e of 
this amendment is to add to Parc 20 a 
new section that will control the hunting 
of waterfowl in Cope Hatteras National 
Seashore Recreational Area pursuant to 
the act of June 29. 1940 (54 Stat. 702,15 
U. S. C.. sec. 459a-l >. 

This proposed amendment relates to 
matters which are exempt from the rule 
making requirements of the Administra¬ 
tive Procedure Act (5 U. S. C. 1003); 
however, it is the policy of the Deport¬ 
ment of the Interior that, wherever 
practicable, the rule making require¬ 
ments be observed voluntarily In this 
Instance the proposed amendment to 
Part 20 has been given publicity in local 
newspapers. The amendment will be 
in effect during the hunting season be¬ 
ginning November 17. 1958 and ending 
January 15, 1959. For these reasons 
notice and public procedure are Imprac¬ 
ticable and the amendment shall become 
effective upon publication in the Federal 
Register. 

A new section. 5 20.58, is added to Part 
20, to read os follows: 


l 20.58 Cape Hatteras National Sea¬ 
shore Recreational Area ; hunting, (a) 
Lands within the Seashore on which 
hunting is legally permitted are desig¬ 
nated as follows: 

(1) Ocracoke Island, except Ocmcoke 
village. 

<2> Hatteras Island. 500 acres, in 
three disconnected strips 250 feet wide 
measuring eastward from mean high 
water mark on Pamlico Sound between 
villages of Salvo and Avon and Buxton, 
and between Frisco and Hatteras 
(3) Bodle Island. 1,500 acres, between 
high water mark of Roanoke Sound and 
a line 2,000 feet west of and parallel to 
U. S. Highway 158. and from the north 
dike of the Goosewing Club property on 
the north to the north boundary of the 
Dare County tract on the south. 

(b) Seashore lands on which hunting 
is not permitted will be posted accord- 


ngly. 

<c> This hunting plan will be admln- 
stered and enforced by the National 
*ark Service, through the Services 
Luthorlzcd local representative, trie 
Superintendent of the Seashore, herem- 
ifter referred to as the Superintendent 
(d> The State of North Carolina wiU 
assist in the enforcement of apphcaw* 
Hate and Federal hunting laws ana 
otherwise in carrying out this plan 
<e> Hunting will be restricted to 
waterfowl, and more specifically 
Canada geese, ducks and coot. 

(f) Hunting privileges will 
,11 hunters possessing a North Carohiuj 
Jtate hunting license and IcOerm 
nigratory bird hunting stamp. 

(g> Permanent blinds will be con¬ 
tracted exclusively by the Sca&hoit d i 
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these will be built only on Bodie Island. 
8etttnt; up and use of temporary or 
portable blind* by hunters will be per¬ 
mitted on Hatteras and Ocracoke 

Islands 

(h> Minimum distance between blinds 
on Seashore land and ponds within the 
dedgnated hunting areas will be 300 
yards unless other conditions, such as 
natural .screening. Justify a shorter 
(QsUnct*. 

<b Hunting on Ocracoke Island will 
be permitted and managed In the same 
mannfr as Hatteras Island. 

<J> “Jump shooting" of waterfowl 
HU be permitted only on Hatteras and 
Ocracoke Islands and is prohibited 
within 300 yards of any blind. 

(k) Properly licensed and authorized 
luldes may provide hunting guide serv¬ 
ice within the designated hunting areas 
la the Seashore. They will not be per¬ 
mitted to solicit business within the 
boundaries of the Seashore and all ar- 
nnKements with hunters must be made 
oottidc of those boundaries. Guides will 
be required to posses a North Carolina 
State guide license and to fulfill all re¬ 
quirements and conditions imposed by 
that license. Fees charged by guides 
mu*t be approved in advance by the 
8uperinu ndent Each guide must also 
posses a permit issued by the Super¬ 
intendent which authorizes him to guide 
hunters a l thin the Seashore and the 
unount of the fees which he may charge. 

<1> Guides shall have no permanent 
or seasonal blind rights within the Sea- 
*bon und no special privileges other 
thin those specified in this section. 

♦m* At 7:00 p. m. each evening pre¬ 
ceding the day of hunting a drawing for 
blind assignments will be conducted at 
Seashore headquarters for Bodie Island. 
Advance reservations for permission to 
{fa* will be accepted through the 
v/nited States mail only. Reservations 
Poitmnrked prior to midnight September 
7 will not be accepted. The postmark 
wt* and hour will establish and gov¬ 
ern the priority of drawing. Maximum 
ttsorvation tor any individual, party or 
number of a party shall be two (2) con- 
wcutive days in any week, Monday 


through Saturday, and limited to a total 
of six (6) days during the season. Reser¬ 
vations shall have priority over non- 
reservations at drawing time. In the 
event a reservation is to be canceled, the 
Superintendent shall be informed by the 
party prior to drawing time for the date 
or dates of the reservation. 

<n> Blinds may be reassigned by the 
responsible Seashore officer for use by 
others later the same day, after previ¬ 
ously assigned party has vacated the 
blind. Vacating parties must check out 
and furnish information regarding their 
take at the checking station on Bodie 
Island located near the north boundary 
of the hunting area. 

(o) Hunters and guides shall provide 
their own decoys and are required to 
leave the blind which they used in a 
clean, sanitary and undamaged condi¬ 
tion. 

<p> All hunters taking banded fowl 
shall turn In the bands at the check-out 
station. 

(q) Details of this plan, interpreta¬ 
tions and further information regarding 
it will be published in local newspapers 
and Issued In circular form free to all 
interested persons. 

(r) Access to blinds will be by desig¬ 
nated foot trails. Vehicles will not be 
permitted to drive to the blind sites. 

<s> Trained dogs will be permitted 
for retrieving providing they are kept 
under restraint by the hunter. 

<t> Blinds will be limited to two per¬ 
sons without a guide and three Including 
the guide. Only two guns will be per¬ 
mitted In each blind. 

(u) All other regulations will be in 
accordance with the North Carolina 
State and Federal migratory bird hunt¬ 
ing laws. 

(Sec. 3. 39 8tat. 635. as amended; 16 U. 8. C. 
3) 

Issued this 4th day of November 1958. 

[seal 1 Robert F. Gibbs, 

Superintendent. Cape Hatteras 
National Seashore Recrea¬ 
tional Area. 

JF. R Doc. 58-9073; Filed, Nov. 20. 1958; 

8:47 a. m.J 


TITLE 43—PUBLIC LANDS: 
INTERIOR 

Chapter I—Bureau of Land Manage¬ 
ment, Department of tho Interior 

Appendix—Public Land Ordsrt 

|Public Land Order 1755] 

(Montana LU8;>14| 

8outh Dakota 

PARTIALLY REVOKING PUBLIC LAND ORDER 
NO. 1232 OP SEPTEMBER 29, 1955, WHICH 
RESERVED LANDS WITHIN BLACK HILLS 
NATIONAL POREST FOR PROTECTION OF 
IMPORTANT PREHISTORIC CARVINGS 

By virtue of the authority vested in the 
President by the Act of June 4, 1897 (30 
Stat. 34. 36; 16 U. S. C. 473) and other¬ 
wise. and pursuant to Executive Order 
No. 1035S of May 26, 1952, it is ordered 
as follows: 

1. Public Land Order No. 1232 of Sep¬ 
tember 29. 1955, which reserved lands 
within the Black Hills National Forest, 
South Dakota, for protection of im¬ 
portant prehistoric carvings. Is hereby 
revoked so far as it affects the following- 
described lands: 

Black Hills Meridian 
T. 7 8.. H 2 B, 

Sec. 25. WVijNBVi and SE 14 . 

T. 7 8.. R. 3 E., 

Sec. 30, E&NW*4 and SWV*. 

The areas described aggregate 480 
acres. 

2. Beginning at 10:00 a. m. on Decem¬ 
ber 23. 1958, the lands shall be opened, 
subject to any valid existing rights, and 
the requirements of applicable law, to 
such applications, selections and loca¬ 
tions as are permitted on national forest 
lands. 

RocrR Ernst. 

Assistant Secretary of the Interior . 
November 17. 1958. 

[F. R, Doc. 58 9662; Filed, Nov. 20, 1958; 

8:45 a. m.J 


NOTICES 


DEPARTMENT OF AGRICULTURE 

Agricultural Marketing Service 

Ekntonville Sale Co. it al. 

**°POSE» POSTING OP STOCKYARDS 

prector of the Livestock Division, 
wicutural Marketing Service, United 
tnfnrl 7 cpartn *ent of Agriculture, has 
rmation that the livestock markets 
Wow are stockyards as defined 
lAM 0 i 0n 302 oi the Packers and Stock- 
2 An, Ac > 192 *. as amended (7 U. S. C. 

***£& or°t u hS £ t madc subJect 101110 

fiwonviu, Sal* Co.. Bentom-IDe. Ark. 
&EV"* BoonevUI*. Ark. 

Auction Co . Clarktvlll,. Ark. 
"•“‘Uf S,l„ co.. Decatur. Ark. 


Eureka Soles Co., Eureka Springs. Ark. 

Washington County Soles Co„ Inc,, Fay¬ 
etteville. Ark, 

Henaley Sole Barn. Fayetteville. Ark. 

Gentry Sole Oo.. Ocntry. Ark. 

Olenwood Livestock Exchange, Glenwood, 
Ark. 

Gravcttc Community Sate, Gravette. Ark. 

Harrison Soles Co. Harrison. Ark. 

Hartford Community Auction, Hartford. 
Ark. 

Button Livestock Commission. Hope. Ark. 

HuntsvlUo Livestock Auction. Huntsville, 
Ark. 

Polk County Auction Co.. Mena, Ark. 

da Community Auction Sale. Ota. Ark. 

Nevada County Livestock Auction, Pres¬ 
cott. Ark. 

County Line Sale Barn, Rat-cliff, Ark. 

Benton County Sales Co.. Rogers. Ark. 

Russellville Livestock Solos Co., Russell- 
ville. Ark. 


SHoorn Springs Sole Barn. Slloam Springs, 
Ark. 

Partners Livestock Auction Co.. Springdale, 
Ark. 

Crawford County Livestock Auction, Van 
Burcn. Ark. 

Scott County Livestock Auction. Waldron, 
Ark. 

L & 8. Community Sales, Columbia. Mlse. 

Decatur Stock Yard. Decatur, Mias. 

Hattiesburg Livestock Yard. Inc., Hatties¬ 
burg. Miss. 

Owen Brothers 8tock Yard. Inc.. Hatties¬ 
burg, Miss. 

Mississippi Livestock Producers Association 
(South Barn). Jackson. Miss. 

Mississippi Livestock Producers Association 
(North Bum). Jackson. Miss. 

Laurel Stock Yards, Laurel, Miss. 

Dixie Stockyards, Inc., Meridian, Miss. 

Meridian Stock Yards. Inc . Meridian, Miss. 

Prentiss Auction Soles, Prentiss, Miss. 
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Waynesboro Livestock Yard, Waynesboro, 
MLm. 

Notice is hereby given, therefore, that 
the said Director, pursuant to authority 
delegated under the Packers and Stock- 
yards Act, 1921. as amended (7 U. S. C. 
181 et seq.). proposes to issue a rule des¬ 
ignating the stockyards named above as 
posted stockyards subject to the pro¬ 
visions of the act. as provided in section 
302 thereof. 

Any person who wishes to submit writ¬ 
ten data, views, or arguments concerning 
the proposed rule may do so by filing 
them with the Director. Livestock Divi¬ 
sion. Agricultural Marketing Service. 
United States Department of Agriculture, 
Washington 25, D. C.. within 15 days 
after publication hereof in the Federal 
Register. 

Done at Washington, D. C.. this 17th 
day of November 1958. 

(seal! John C. Pierce, Jr., 

Acting Director , 
Livestock Division , 
Agricultural Marketing Service. 

IF. R. Doc. 58-0671; Piled. Nov. 20. 1958; 

8:47 a. m.) 


Commodify Stabilization Service and 
Commodity Credit Corporation 

Grains and Related Commodities Under 

Warehouse - Storage Loans Made 

Under 1958 Price Support Programs 

FINAL DATE FOR REDEMPTION 

Unless earlier demand is made by CCC, 
warehouse-storage loans under 1958 
price support programs on the agricul¬ 
tural commodities designated in the table 
below mature and are due and payable 
on the dates indicated. Unless on or be¬ 
fore the final date for repayment speci¬ 
fied below such loons are repaid or the 
producer notifies the ASC county com¬ 
mittee in writing that the funds have 
been placed In the mail, CCC will pur¬ 
chase the commodities pursuant to the 
provisions of the note and loan agree¬ 
ment at the highest of (1) the amount of 
the loan plus interest and charges, (2) 
the market value as determined by the 
appropriate CSS commodity office as of 
the close of the market on the final date 
for repayment or (3) the settlement 
value determined in accordance writh the 
note and loan agreement. In the case of 
loans on commodities stored identity 
preserved or modified commingled, the 
purchase price applicable to such pur¬ 
chase by CCC shall be the higher of <1> 
the settlement value determined in ac¬ 
cordance with the note and loan agree¬ 
ment or (2) the market value as 
determined above. Notwithstanding the 
foregoing provisions. If there has been 
fraudulent representation by the pro¬ 
ducer in obtaining the loan, the purchase 
price applicable to such purchase by CCC 
shall be the market value only. 

Amounts due the producer on the pur¬ 
chase of the commodity by CCC will be 
paid to the producer by the appropriate 
CSS commodity office. 


Commodity 


biu'trj in Alabama. ArkanuM. Delaware. Florida. Oeorjla. Kentucky, LrKiinlana. 
Maryland, M tmlsedprd, Nrw Jrr»r, North Carolina. l'« nmytvuuu, £outh Caro¬ 
lina. TrniM-aww, Vfervuila. and Wmi Vtrvlnl*.....—. 

Ariroua and California..— ..t.......—.. 

to all otfwr Stales.....-.. 

Dry editdic In Mkinfan, New York, and t\>nxi5yh(uiU.... 

In all other State*......... 

Flaucrd in A r bona and California______ 

In oil other Stales....—... 

drain Sort hum*....—..... 

Oats In Alabama. Arkanjoa, IMawore, Florida, Georgia, Kentucky, Louhinna, 
Maryland, M u*1*»J|i|jI, Nrw Jersey, North Carolina, Frnusylwtia, South Caro¬ 
lina, Tonne***, V kit Into, and West VtrflnU...... 

In tUl other fluti*...—........ 

Rie* ...... 

Kye In Alabama. Arkanww. Delaware. Florida, OwnU, Kentucky. Louivltuia, 
Maryland, MlfeirUpnt. New Jmer. North Carolina, TronaylvwUa, South Caro¬ 
lina, Tennessee, Vlryhit*. and Went V In tula....... 

In all other Slates........ 

8oyt*«uw---........ 

Wheat In Alabama, Arkansas. Connecticut, Dr-lunar*, Florida, O^aRta, Kentucky, 
Lotdslana. Maine. Matt land, Maaaoehnr.rita. New llamtHbire, N«*w 

Jersey, New York. North CaroUna, Fnimvtvanka, Khmk bhod, South Carolina, 

Twniwr Vermont, Virginia, and West V try tola.... 

In all other Stale*.—. 


Maturity l.-ltDaefty 

dale CvpipuM 


Feb. 

Mar. 10.1Mb 
A t»r. JO, 1959 
July 31. l*r.w 
Feb, IPOvM* 
Apr. *>,195* 
Jan. 31, li*v 
Mar. SI. 1*W 
Mar. Jl, 


Vv IHR 
I M m. in. (M 
Are. XXMl 
in!’, iim 
Mw. 2.IM 
AW. XX jfi 
Feb. 2. ml 
Mnr. iUM 
Mur 11 Ml 


Feb. M. 10 .TO Mur. I m 
Aj*r. JM939 Aj«. »,JUSi 
Mar. UUU.W Mur. MJI» 

Frb. 3S,1V.V» Mur 1!MI 
Apr. Xl,11*60 At* RUM 
MxyS),tttt Jut.* I.W* 


Feb. 25,1950 Mar. 2,1*1 

Mur. 31,1W0 Mur .11, I*» 


The CSS commodity offices and the 
areas served by them are shown below: 

Kvanuton. IlllnoU, 2201 Howard Street: 
Connecticut, Delaware, Illinois (except lor 
rice), Indiana, Iowa, Kentucky. Mime. Mary¬ 
land. Massachusetts, Michigan. New Hamp- 
•hlrc. New Jersey, New York, Ohio. Pennityl- 
vnnla, Rhode Island, Vermont, Virginia. Weal 
Virginia. 

Dallas 1. Texat. 500 South Errny 8trcet: 
Alabama. Arkansas, Florida, Georgia. Illinois 
(for rice only), Louisiana. Mississippi. Mis¬ 
souri (for rice only), New Mexico. North 
Carolina, Oklahoma. South C&roUna, Ten¬ 
nessee. Texas. 

Kansas City 11. Missouri. 560 Westport 
Road: Colorado, Kansas, Missouri (except for 
rice), Nebraska, Wyoming. 

Minneapolis 8. Minnesota. 1006 West Lake 
Street: Minnesota, Montana. North Dakota. 
8outh Dakota. Wisconsin. 

Portland 5. Oregon. 1216 Southwest Wash¬ 
ington Street: Arizona. California. IdAho, 
Nevada. Oregon. Utah. Washington. 

(Sec. 4, 62 Stat. 1070, os amended: 15 U. 8 C. 
7I4b. Interpret or apply sec. 5. 62 Stat. 1072. 
secs. 101. 301. 401, 63 Slot. 1031; 15 U ( S. C. 
714c, 7 U. 8. C. 1441. 1447, 1431) 

Done at Washington. D. C.. tills 18th 
day of November 1958. 

[seal 1 Clarence L. Miller. 
Acting Executive Vice President. 
Commodity Credit Corporation . 

IF. R. Doc. 58-9694: Piled, Nov. 20. 1058; 
8:50 a. m.| 


DEPARTMENT OF COMMERCE 

Bureau of fho Census 

Surveys 

NOTICE OF DETERMINATION 

In conformity with the act of Con¬ 
gress approved August 31. 1954. Title 13, 
United States Code, section 181, and due 
notice having been published <23 F. R. 
8036. October 17. 1958) pursuant to said 
act. 1 have determined that annual data 
to be derived from the surveys listed be¬ 
low are needed to aid the efficient per¬ 
formance of essential governmental 
functions and have significant applica¬ 
tion to the needs of the public and in¬ 
dustry and are not publicly available 
from non-governmental or other govern¬ 
ment sources. 


Report forms in most instances fur¬ 
nishing data on shipments and or pro¬ 
duction and in come instances on Mocks, 
unfilled orders, orders booked, consump¬ 
tion. etc., will be required of all estab¬ 
lishments engaged in the production of 
the Items covered by the following list 
of surveys with the exception of the An¬ 
nual Survey of Manufactures which will 
be conducted on a sample basis nrwl 
which calls for general statistical data 
such employment, payroll, man-hours 
capital expenditures, cost of materials 
consumed, etc., in addition to informa¬ 
tion on products shipped, and the lum¬ 
ber production and stocks survey h 
w ill also be conducted on a sample basil 


Annual nnrvcy of manufactures 
Stocks of wool (os of Jan, 1, I053L 
Cotton and synthetic woven goods ftnirhed. 
Knit cloth. 

Woolen and want ted machinery activity. 


Glove* and mitten*. 

Apparel. 

Softwood plywood. 

Softwood veneer. 

Red cedar shingle*. 

Lumber 

Paper and board-detailed grade. 

Sulfuric acid. 

Compressed and liquefied gases. 

Inorganic chemicals. 

Prcftited and blown glassware. 

Steel mill products 
Aluminum foil converted. 

Steel power boUers. 

Heating and cooking equipment. 

Internal combustion engine*. 
Construction machinery. 

Machine tool* (metal cutting and mtM 


forming types). 

Tractor*. 

Farm machines and equipment 
Radio*, television*, and phonographs. 
Mechanical stoker*. 

Vending machines. 

Refrigeration equipment. 

Office, computing, and accounting 
chines. 


ms- 


The following list of surveys Wis¬ 
ents annual counterparts of ® on ~"" 
uarterly. and semi-annual surv ^.j 
"he content of these annual reports *»• 
e identical with that of the monthly, 
uarterly, and semi-annual report < * 
ept for Construction Machinery which 
rill additionally call for data on shi£ 
lents of power cranes and shovels, co 
rete mixers and parts and attachnu^ 
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Friday, November 21, 1958 

for contractors* off-highway type trac¬ 
tors However, there will be no duplica- 
turn inasmuch as establishments that file 
the monthly, quarterly, and semi-annual 
sports during the year covered by the 
inmul report will not need to submit 
annual reports on these products. 

roar mining product*. 

CWiXecttnncry product*. 

8 rt*d woven good* (cotton, wool. *ilk and 

ijmti ic i. 

Coorumptlon of wool and other fiber*, and 
pcCucUcc at top* and noil*. 

Pscm and flipper*. 

Hvdwtvxl plywood ( for sale). 

pulp, paper, and board. 

Consumer* of wood pulp. 

and bcdsprings. 

Converted flexible packaging product*. 

Sepwph aptuMfe* 

Met. varnish and lacquer. 

Retractor*.?*. 

0*y eoiistrucUiOti product*. 

Aiphait and tar roofing avid siding 
jroflnct* 

Glass contain era. 

NMforrout casting*. 

Phimbim- fixture*. 

8 t*#l (hipping barrel*, drum* and pall*. 

Commercial and homo canning closure*. 

Metal cans. 

Construeuon machinery. 

Him pump*. 

Fwu hi' acts, and unit heaters. 

Cecilir lamp*. 

Tkiorcscrnt lamp ballasts. 

Coenpivu aircraft and aircraft engine*. 

Bscklo^ of orders for aircraft companies. 

Aircraft propeller*. 

The Annual Survey of Manufactures 
Kd those surveys listed above which 
fcrauh data substitutable for data 
fcually collected in the Census of Manu- 
lactum are additionally considered a 
pirtof Uie 1958 Census of Manufactures 
m provided for by Title 13. United States 
Code. Section 131. The 1958 Census of 
Manufactures report forms have been 
modified to recognize those annual re¬ 
port* os the source for these Census 
diu. 

Tiie rejvirt forms will be furnished to 
firms Included In these surveys and addi- 
copies are available on request to 
Director. Bureau of the Census. 

Washington 25. D. C. 

1 have, therefore, directed that annual 
he conducted for the purpose of 
a&tctlng the data hereinabove de¬ 
scribed. 

Dated: November 14.1958. 

foul Robert W. Burgess. 

Director , 

Bureau of the Census . 

Lewis L. Strauss. 

Secretary of Commerce . 

a Doc. 58-9829: Piled, Nov. 20. 1956; 

8:45 a. m ] 


Office of the Secretary 

James L. Smith 

^JfcTOF APPOINTMENT and STATEMENT 
OF FINANCIAL INTERESTS 

*^.of appointment and statement 
7 iqTk? C ui1 intere *t« required by section 
Ac, r.J 6 ’ °* Defense Production 
** 01 ^50. as amended. 


Report of Appointment 

1. Nam^ of appointee: Mr. James. L. 
Smith. 

2. Employing agency: Department of 
Commerce. Business and Defense Serv¬ 
ices Administration. 

3. Date of appointment: November 12. 
1958. 

4. Title of position: Chief, Forgings 
Branch. 

5. Name of private employer: Bethle¬ 
hem Steel Co., Bethlehem. Pa. 

Carlton Hayward. 

Director of Personnel . 

November 12,1958. 

Statement of Financial Interests 

6. Names of any corporations of which 
the appointee is an officer or director or 
within CO days preceding appointment 
has been an officer or director, or in 
which the appointee owns or within 60 
days preceding appointment has owned 
any stocks, bonds, or other financial in¬ 
terests; any partnerships in w’hlch the 
appointee is, or within 60 days preceding 
appointment was. a partner; and any 
other businesses in which the appointee 
owns, or within 60 days preceding ap¬ 
pointment has owned, any similar In¬ 
terest. 

Bethlehem Steel Co. 

American Tobacco Co. 

Bank Deposit*. 

James L. Smith. 

November 12.1958. 

[P. R. Doc. 58-0628: Piled, Nov. 20, 1058; 

8 45 a m. | 


FEDERAL COMMUNICATIONS 
COMMISSION 

|Docket No*. 12223. 12224; PCC 58M-1300J 

Armin H. Wittenberg. Jr., and Pasadena 
Presbyterian Church 

ORDER SCHEDULING HEARING 

In re applications of Armin H. Witten¬ 
berg. Jr.. Los Angeles. California, Docket 
No. 12223, File No. BPH-2170; Pasadena 
Presbyterian Church. Pasadena, Cali¬ 
fornia. Docket No. 12224, FUe No. BPH- 
2179; for construction permits <FM 
Facilities. Channel 294). 

The evidentiary hearing In the above- 
entitled proceeding w ill begin on Wednes¬ 
day. December 17. 1958. beginning at 
10:00 a. m. in the offices of the Commis¬ 
sion. Washington. D. C. 

On or before the close of business Fri¬ 
day, December 5. 1958. counsel for each 
party will identify such witness or wit¬ 
nesses as he wishes to cross-examine at 
the evidentiary hearing. 

It is so ordered , This the 17th day of 
November 1958. 

Released: November 18.1958. 

Federal Communications 
Commission, 

(seal! Mary Jane Morris, 

Secretary. 

|F. R. Doc. 58-0(586: Filed, Nov. 20. 1958; 
8:50 a. m.J 


(Docket No. 12559. etc.: PCC 58M-12971 
Donner Broadcasting Co. et al. 

ORDER CONTINUING HEARING 

In re applications of Dr. Nathan 
Movich, tr/as Donner Broadcasting 
Company, Truckee, California. Docket 
No. 12559, File No. BP-11377; Edward 
J. Jansen and Keith Jack Rudd, d/b as 
Lakeside Broadcasters. Sparks, Nevada. 
Docket No. 12560. File No. BP-11656; 
Joseph William Rupley and Robert 
Sherman, d/b as Truckee Broadcasting, 
Truckce. California. Docket No. 12561. 
File No. BP-11910; for construction 
permits. 

On the Examiner's own motion: It is 
ordered , This 14th day of November 1958, 
that hearing in the above-entitled pro¬ 
ceeding now scheduled for November 21, 
1958, is continued to a date to be de¬ 
termined at a pre-hearing conference 
that will be held at 10:00 a m.. Novem¬ 
ber 21.1958. 

Released: November 17,1958. 

Federal Communications 
Commission. 

(seal 1 Mary Jane Morris. 

Secretary. 

(P. R. Doc. 58-9687: Filed, Nov. 20, 1958; 
8:50 A. m | 


(Docket Nos. 12654. 12655; FCC 58M-1299] 

Old Belt Broadcasting Corf. (WJWS) 
and John Laurino 

ORDER SCHEDULING PREHEARING CONFERENCE 

In re applications of Old Belt Broad¬ 
casting Corporation (WJWS), South 
Hill, Virginia. Docket No. 12654, Flic No. 
BP-11412; John Laurino. Scotland Neck. 
North Carolina. Docket No. 12655, File 
No. BP-12109: for construction permits. 

On the Examiner’s own motion: It is 
ordered. This 17th day of November 1958. 
that all parties, or thetr counsel, in the 
above-entitled proceeding are directed 
to appear for a prehearing conference 
pursuant to the provisions of § 1.111 of 
the Commission's rules, at 10:00 o'clock 
a. m., on Friday. December 19. 1958, in 
the offices of the Commission, Washing¬ 
ton, D. C. 

Released: November 18. 1958. 

Federal Communications 
Commission. 

(seal) Mary Jane Morris, 

Secretary. 

(P. R. Doc. 58-9688: Piled, Nov. 20. 1958; 
8:60 *. m.| 


(Docket No. 12664; PCC58M 12001 

Radio KYNO. the Voice or Fresno 
(KYNO) 

ORDER SCHEDULING HEARING 

In re application of Amelia Schuler. 
Lester Eugene Chcnault and Bert Wil¬ 
liamson, d/b as Radio KYNO. the Voice 
of Fresno (KYNO), Fresno. California, 
Docket No. 12664. File No. BP-11458; 
for construction permit. 
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NOTICES 


/( is ordered , This 14th day of Novem¬ 
ber 1958. that Isadore A. Honig will pre¬ 
side at the hearing In the above-entitled 
proceeding which is hereby scheduled to 
commence on January 15.1959, in Wash¬ 
ington. D. C. 

Released: November 18. 1958. 

Federal Communications 
Commission. 

tsrALl Mary Jane Morris. 

Secretary . 

[P. K. Doc. 58-9080: Filed. Nov. 20. 1958; 
8:50 a. m.J 


(Docket No. 12005. etc.: FCC 58M-1292J 
Gerico Investment Co. (WITV) et al. 

ORDER SCHEDULING HEARING 

In re applications of Oerlco Invest¬ 
ment Company ( WITV), Miami. Florida, 
Docket No. 12665. File No. BPCT-2374; 
Publix Television Corporation. Perrine, 
Florida, Docket No. 12660, File No. 
BPCT-2393; South Florida Amusement 
Co., Inc., Perrine, Florida. Docket No. 
12667. Pile No. BPCT-2410: Coral Tele¬ 
vision Corporation. South Miama. Flor¬ 
ida, Docket No. 12668. File No. BPCT- 
2493: for construction permits for tele¬ 
vision broadcast stations (Channel 6>. 

It is ordered. This 14th day of Novem¬ 
ber 1958, that Forest L. McClenning will 
preside at the hearing in the above-en¬ 
titled proceeding which is hereby sched¬ 
uled to commence on January 15, 1959. 
in Washington. D. C. 

Released: November 18.1958. 

Federal Communications 
Commission. 

[seal] Mary Jane Morris. 

Secretary. 

JF. R. Doc. 58 9800: Filed, Nov. 20, 1958; 
8:50 a. m.J 


(Docket No. 12669; FCC 58M-1203) 
Tccumcari Television Co.. Inc. 
order scheduling hearing 

In re application of Tucumcari Tele¬ 
vision Company, Inc., San Jon. New 
Mexico, Docket No. 12669, File No. 
BPTT-170; for a construction permit to 
construct television broadcast translator 
station. 

It is ordered. This 14th day of Novem¬ 
ber 1958. that H. Gilford Irion will pre¬ 
side at the hearing in the above-entitled 
proceeding which Is hereby scheduled to 
commence on January 15,1959. in Wash¬ 
ington, D. C. 

Released: November 17,1958. 

Federal Communications 
Commission. 

[seal] Mary Jane Morris, 

Secretary. 

|F. R. Doc, 58-9091; Filed. Nov. 20. 1958: 
8:50 a. m.J 


FEDERAL POWER COMMISSION 

(Docket No. 0-4904] 

Pan American Petroleum Corp. 

NOTICE or POSTPONEMENT OF HEARING 
November 14, 1958. 

Upon consideration of the motion filed 
November 7, 1958, by Pan American 
Petroleum Corporation in the above- 
designated matter; 

Notice is hereby given that the hearing 
now* scheduled for November 18. 1958 is 
hereby postponed to a date to be here¬ 
after fixed by further order of the Com¬ 
mission or notice by the Secretary. 

I seal 1 Joseph H. Gutride. 

Secretary. 

(F. R. Doc. 58-9670; Filed. Nov. 20. 1058; 

8:48 a. m.J 


(Docket No. O-16850( 

San Patricio Oil Corp. et al. 

ORDER FOR HEARING AND SUSPENDING 
PROPOSED CHANCE IN RATE 

November 14. 1958. 

San Patricio Oil Corporation et al. 
(San Patricio) on October 17. 1958. 
tendered for filing a projxwed change in 
its presently effective rate schedule for 
sale of natural gas subject to the Juris¬ 
diction of the Commission. The 
proposed change, which constitutes in¬ 
creased rate and charge, is contained in 
the following designated filing: 

Description: Notice of Change. undated. 

Purchaser: Tennessee Gas Transmission 
Company. 

Rate schedule designation: Supplement 
No. 0 to San Patricio's FPC Gas Rate Sched¬ 
ule No. 1. 

Effective date: January t, 1059 (effective 
date is that proposed by San Patricio). 

The proposed increased price is based 
upon a redetermined provision of the 
contract that provides that effective Jan¬ 
uary 1.1959 the rate shall be the average 
of the three higher prices payable by 
buyers of gas within Texas Railroad 
Commission District No. 3. 

In support of the proposed increased 
rate, San Patricio states that the in¬ 
creased price is provided for by the con¬ 
tract and was arrived at through arm's- 
length bargaining. San Patricio further 
states that the increased rate proposed 
is not in excess of the fair market price 
for gas of a like quality in the same gen¬ 
eral area; and that the Increase is needed 
to provide a fair rate of return. 

The increased rate and charge so pro¬ 
posed has not been shown to be justi¬ 
fied, and may be unjust, unreasonable, 
unduly discriminatory, or preferential. 
or otherwise unlawful. 

The Commission finds: It is necessary 
and proper in the public interest and to 
aid in the enforcement of the provision 
of the Natural Gas Act that the Commis¬ 
sion enter upon a hearing concerning the 
lawfulness of the said proposed change 
and that Supplement No. 6 to San Patri¬ 
cio’s FPC Gas Rate Schedule No. 1 be 


suspended and the use thereof deferred 
as hereinafter ordered. 

The Commission orders: 

(A) Pursuant to the authority of the 
Natural Gas Act. particularly sections 4 
and 15 thereof, the Commission’s rules 
of practice and procedure, and the regu¬ 
lations under the Natural Gas Act <11 
CFR Ch. I), a public heanru; be held 
upon a date to be fixed by notice from the 
Secretary concerning the lawfulness of 
the proposed increased rate and charge 
contained in Supplement No. 6 to San 
Patricio’s FPC Gas Rate Schedule No. L 

(B> Pending such hearing and deci¬ 
sion thereon, said supplement be and it 
is hereby suspended and the use thereof 
deferred until June 1. 1959, and there¬ 
after until such further time as it Is made 
effective In the manner prescribed by the 
Natural Gas Act. 

<C> Neither the supplement hereby 
suspended, nor the rate schedule sought 
to be altered thereby, shall be changed 
until this proceeding has been disposed 
of or unt il the period of suspension has 
expired, unless otherwise ordered by the 
Commission. 

(D> Interested State commissions may 
participate as provided by If 1.8 and 1.37 
<f) of the Commission’s rules of practice 
and procedure (18 CFR 1.8 and 1 37 <f>>. 

By the Commission. 

(seal 1 Joseph H. Outride, 

• Secretary. 

| F. R. Doc. 58-9677; Filed. Nov. 20. lWfc 
8:48 a. m.J 


(Docket No. 0-16883] 


Sunray Mid-Continent Oil Co. 


ORDER FOR HEARING AND SUSTENDIHO 
PROPOSED CHANGE IN RATE 


November 14. 1958. 

Sunray Mid-Continent Oil Company 
(Sunray) on October 10. 1958. tendered 
for filing a proposed change in its pres¬ 
ently effective rate schedules for -ales of 
natural gas subject to the jurisdiction of 
the Commission. The rroposed change, 
which constitutes an increased rate a** 3 
charge, is contained In the following 
designated filing: 

Description: Notice of Change. 
October 13, 1958. - ^ 

Purchaser: Permian Basin Pipt Unc Oom- 


Rnte schedule designsUon: 

4o. 7 to Sunray *» FPC Gaa Rale scneuUJf 

Effective date: December 1, 1958 
effective date is the date proposed > 
iunray). 

In support of thU proposed periodic 
ncreasc in rate. Sunray calls attend 
o the periodic j^ricing clause in its c • 
ract. to the desirability and 
>f such clauses, and to the compare 
)rices in its area. 

The increased rate and charge so P 
>o$cd has not been shown to be Ji^tmea 
ind may be unjust, unreasonable, i \w*uj 
liscriminatory. or preferential, or o 
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The Commission finds: It Is necessary 
tad proper in the public interest and to 
lid in the enforcement of the provisions 
of the Natural Gas Act that the Commls- 
jsonenter upon a hearing concerning the 
bifulnesi of the proposed change, and 
that Supplement No. 7 to Sun ray's FPC 
Gti Rate Schedule 66 be suspended and 
the use thereof deferred as hereinafter 
ordered 

The Commission orders: 

<A> Pursuant to the authority of the 
fatural Gas Act. particularly sections 
4 and 15 thereof, the Commission's rules 
o( practice and procedure, and the reg- 
tihuons under the Natural Gas Act r 18 
CFR Civ I), a public hearing shall be 
beki upon a date to be fixed by notice 
tram the Secretary concerning the law¬ 
fulness of the proposed Increased rate 
ts4 charge contained in Supplement No. 

7 to Sunray s FPC Gas Rate Schedule 
No. fid. 

Pending the hearing and decision 
thereon, the supplement is hereby sus¬ 
pended and the use thereof deferred un- 
U May l. 1959, and until such further 
tone as it Is made effective In the man¬ 
ner prescribed by the Natural Gas Act. 

<C» Neither * the supplement hereby 
impended nor the rate schedule sought 
to be altered shall be changed until this 
proceeding has been disposed of or until 
the period of suspension has expired, un- 
*** otherwise ordered by the Commis- 

IXBL 

<D» Interested State commissions 
sny participate as provided by 55 18 and 
U7 if i of the Commission’s rules of 
P^ctJee nnd procedure U8 CFR 1.8 and 

By the Commission (Commissioners 
Kbnc and Hussey dissenting >. 

JOSEPH H. GUTRIDE. 

Secretary. 

& R- Doc 56 9678. Piled. Nov. 20. 1958; 

6:48 a. m.) 


I Docket No. G~16B84) 

Stma^Y Mid-Continent Oil Co. 

01011 HEARING AND SUSPENDING 

proposed changes in rates 


November 14. 1958. 
Bimray Mid-Continent Oil Company 
on October 16. 1958. tendered 
fin* « changes In Its pres- 

2°®^ rate schedules' for the 
n # at ^ ral subject to the Jurls- 

€ k. 1 °* Commission* The proposed 
*’hich constitute increased 

caMK" “ 

NOllC ” ot Oc- 

12 Natural Ona Company. 

Jtc g ♦_ ^ ^ designations: Supplement 

H 81 8u nray‘* fpc Ou Rate Schedule 
** oL» ^ p, o No * a to Sunrny'a 

_ **** Schedule No. 92. Supplement 

are cfrect,Te hut are sub- 
Nbruurr h*« n suspended until 

> 12. 1959, in Docket No. G-13160. 

No. 9 )11 


No. 3 to Suomy** FPC One Rate Schedule 
No. 93. Supplement No. 4 to 8uuray's FPC 
Cm Rate Schedule No. 94. 

Effective dote: November 16, 1958 <effec¬ 
tive date la tbe first day after the expiration 
of the required thirty days* notice). 

In support of these proposed favored 
nation rate increases. Sunray calls at¬ 
tention to comparable prices in its area 
and asserts that the favored nation 
clause in its contract was arrived at 
fairly and was essential consideration 
for its agreement to the long term of the 
contract. 

The increased rates and charges so 
proposed have not been shown to be 
justified, and may be unjust, unreason¬ 
able. unduly discriminatory, or prefer¬ 
ential. or otherwise unlawful. 

The Commission finds: It is necessary 
and proper In the public interest and to 
aid in the enforcement of the provisions 
of the Natural Gas Act that the Commis¬ 
sion enter upon a hearing concerning 
the lawfulness of the proposed changes, 
and that Supplement No. 8 to Sunniy’s 
FPC Gas Rate Schedule No. 81. Supple¬ 
ment No. 3 to Sunray'a FPC Gas Rate 
Schedule No. 92. Supplement No. 3 to 
Sunray’s FPC Gas Rate Schedule No. 93. 
Supplement No. 4 to Sunray’s FPC Gas 
Rate Schedule No. 94 be suspended and 
the use thereof deferred as hereinafter 
ordered. 

The Commission orders: 

(A> Pursuant to the authority of the 
Natural Gas Act. particularly sections 4 
and 15 thereof, the Commission’s rules of 
practice and procedure, and the reg¬ 
ulations under the Natural Gas Act (18 
CFR Ch. I), a public hearing shall be 
held upon a date to be fixed by notice 
from the Secretary concerning the law¬ 
fulness of the proposed increased rates 
and charges contained in Supplement 
No. 8 to Sunray ’s FPC Gas Rate Schedule 
No. 81, Supplement No. 3 to Sunray's 
FPC Gas Rate Schedule No. 92. Supple¬ 
ment No. 3 to Sunray's FPC Gas Rate 
Schedule No. 93. Supplement No. 4 to 
Sunray s FPC Gas Rate Schedule No. 
94. 

<B» Pending the hearing and decision 
thereon, the Supplements are hereby 
suspended and the use thereof deferred 
until April 16, 1959, and until such fur¬ 
ther time as they are made effective in 
the manner prescribed by the Natural 
Gas Act. 

(C) Neither the supplements hereby 
suspended nor the rate schedules sought 
to be altered shall be changed until this 
proceeding has been disposed of or until 
the periods of suspension have expired, 
unless otherwise ordered by the Commis¬ 
sion. 

(D) Interested State commissions may 
participate as provided by 93 18 and 1 37 
(f) of the Commission's rules of prac¬ 
tice and procedure (18 CFR 1.8 and 1.37 
<f)). 

By the Commission. 

[seal] Joseph H. Gutride. 

Secretary. 

IF. R. Doc. 58-9679; Filed. Nov. 20. 1956; 

8:46 a. m | 


1 Docket No. G-16885J 
General Crude Oil Co. 

ORDER FOR HEARING AND SUSPENDING 
PROPOSED CHANCE IN RATE 

November 14, 1958. 

General Crude OJ1 Company (General) 
on October 17. 1958, tendered for filing 
a proposed change in its presently effec¬ 
tive rate schedules for sales of natural 
gas subject to the Jurisdiction of the 
Commission. The proposed change, 
which constitutes an increased rate and 
charge, is contained in the following 
designated filing: 

Description: Notice of Change, dated Octo¬ 
ber 13. 1956. 

Purchaser: Permian Banin Pipe Line 
Company. 

Rata Achedute designation; Supplement No. 
2 to General's FPC Go* Rate Schedule No. 

0 .» 

Effective date: December 1. 1958 (effective 
date 1* the effective date proposed by Gen¬ 
eral). 

In support of this proposed periodic 
increase in rate. General calls attention 
to the periodic pricing clause in its con¬ 
tract. to the deslrablUtr and general use 
of such clauses, and to the comparable 
prices An the area. 

The increased rate and charge so pro¬ 
posed has not been shown to be Justified, 
and may be unjust, unreasonable, unduly 
discriminatory, or preferential, or other¬ 
wise unlawful. 

The Commission finds: It Is necessary 
and proper in the public interest and to 
aid in the enforcement of the provisions 
of the Natural Gas Act that the Commis¬ 
sion enter upon a hearing concerning the 
1 wfulness of the proposed change, and 
that Supplement No. 2 to General’s FPC 
Gas Rate Schedule No. 6 be suspended 
and the use thereof deferred as herein¬ 
after ordered. 

The Commission orders: 

(A) Pursuant to the authority of the 
Natural Gas Act. particularly sections 4 
and 15 thereof, the Commission’s rules 
of practice and procedure, and the regu¬ 
lations under the Natural Gas Act (18 
CFR Ch. I). a public hearing shall be 
held upon a date to be fixed by notice 
from the Secretary concerning the law¬ 
fulness of the proposed Increased rate 
and charge contained In Supplement No. 
2. to General's FPC Gas Rate Schedule 
No. 6. 

<B> Pending the hearing and decision 
thereon, the supplement is hereby sus¬ 
pended and the use thereof deferred 
until May l. 1959. and until such further 
time os it is made effective in the manner 
prescribed by the Natural Gas Act. 

<C> Neither the supplement hereby 
suspended nor the rate schedule sought 
to be altered shall be changed until this 


'The first Supplement to General’* FPC 
Gm Rale Schedule No. 6 was filed on October 
13, 1958. It merely changed hydrocarbon 
tea ting under Schedule No. 6 from a quar¬ 
terly to a semi-annual basis. The change 
does not in any way appear unjust or other¬ 
wise unlawful and need not be suspended. 
It was allowed to take effect after the re¬ 
quired 30 days' notice on November 13. 1958. 
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proceeding has been disposed of or until 
the period of suspension has expired, un¬ 
less otherwise ordered by the Commis¬ 
sion. 

(D> Interested State commissions may 
participate as provided by $8 1.8 and 1.37 
(O of the Commission's rules of practice 
and procedure (18 CFR 1.8 and 1.37 it) )♦ 

By the Commission (Commissioners 
Kline and Hussey dissenting). 

[seal] Joseph H. Gutride. 

Secretory. 

[F. R. Doc. 68-0680: Piled. Nov. 20. 1968; 

8:49 a.a.) 


[Docket No. 0-16886| 

H. L. Hawkins rr al. 

ORDER FOR HEARING AND SUSPENDING 
PROPOSED CHANGE IN RATE 

November 14. 1958. 

H. L. Hawkins et al. (Hawkins) on 
October 17. 1958, tendered for filing a 
proposed change in his presently effective 
rate schedule for the sale of natural gas 
subject to the Jurisdiction of the Com¬ 
mission. The proposed change, which 
constitutes an increased rate and charge, 
is contained in the following designated 
filing; 

Description: Notice of Change, dated 
October 16. 1968. 

Purchaser: Arkansas Louisiana Gai Com¬ 
pany. 

Rate schedule designation: Supplement No. 
10 to Hawkins* FPC Ors Rate Schedule No. 4. 

Effective date: January 10. 1969 (effective 
date Is the date proposed by Hawkins). 

In support of the proposed periodic 
rate increase, Hawkins cites the perti¬ 
nent pricing provision of the contract 
and states the price Is fair in view of 
seller's costs. 

The increased rate and charge so pro¬ 
posed is intended to reflect in part the 
additional "excise, license, or privilege 
tax” of one cent per Mcf levied by the 
State of Louisiana, pursuant to Act No. 8 
of 1958 (House Bill No. 303). as approved 
on June 16. 1958, amending Title 47 of 
the Louisiana Revised Statutes of 1950. 
The Commission is advised that litiga¬ 
tion is being instituted to challenge the 
constitutionality of the said Act No. 8 of 
1958. In consideration of this fact, and 
in order to assure appropriate refund in 
the event the Act No. 8 of 1958 be de¬ 
clared unconstitutional or otherwise 
held Invalid by final Judicial decision, it 
is deemed advisable to suspend the pro¬ 
posed Increased rate and charge. 

The Commission finds: It is necessary 
and proper in the public Interest and to 
aid in the enforcement of the provisions 
of the Natural Gas Act that the Commis¬ 
sion enter upon a hearing concerning the 
lawfulness of the proposed change, and 
that Supplement No. 10 to Hawkins’ FPC 
Gas Rate Schedule No. 4 be suspended 
and the use thereof deferred as herein¬ 
after ordered. 

The Commission orders: 

(A) Pursuant to the authority of the 
Natural Gas Act, particularly sections 4 
and 15 thereof, the Commission's rules 
of practice and procedure, and the regu¬ 
lations under the Natural Gas Act (18 


CFR Ch. I), a public hearing shall be 
held upon a date to be fixed by notice 
from the Secretary concerning the law¬ 
fulness of the proposed increased rate 
and charge contained in Supplement 
No. 10 to Hawkins’ FPC Gas Rate Sched¬ 
ule No. 4. 

(B) Pending the hearing and decision 
thereon, the supplement is hereby sus¬ 
pended and the use thereof deferred until 
January 11. 1959, and thereafter until 
6uch further time as it is made effective 
in the manner prescribed by the Natural 
Gas Act. 

(C) Neither the supplement hereby 
suspended nor the rate schedule sought 
to be altered shall be changed until this 
proceeding has been disposed of or until 
the period of suspension has expired, 
unless otherwise ordered by the Com¬ 
mission. 

(D) Interested State commissions may 
participate as provided by 88 1 >8 and 

1.37 (f) of the Commissions rules of 
practice and procedure (18 CFR 1.8 and 

1.37 it)). 

By the Commission. 

I seal] Joseph H. Gutride, 

Secretary. 

[F. R. DOC. 58-0681: Filed. Nov. 20. 1058; 

8:49 a. m.| 


[Docket No. 0-168871 
Pan American Petroleum Corp. 

ORDER FOR HEARING AND SUSPENDING 
PROPOSED CHANGE IN RATE 

November 14, 1958. 

Pan American Petroleum Corporation 
(Pan American) on October 27. 1958, 
tendered for filing a proposed change in 
its presently effective rate schedules for 
sales of natural gas subject to the Juris¬ 
diction of the Commission. The pro¬ 
posed change, which constitutes an in¬ 
creased rate and charge. Is contained in 
the following designated filing: 

Description: Notice of Change, dated 
October 22. 1958. 

Purchoaer: Permian Basin Pipe Line 
Company. 

Kate schedule designation: Supplement 
No. 6 to Pan American FPC Go* Rate Sched¬ 
ule No. 120. 

Effective date: December 1, 1958 (effective 
date is the effective date proposed by Pan 
American). 

In support of this proposed periodic 
increase in rate. Pan American calls at¬ 
tention to the periodic pricing clause in 
its contract, to the desirability and gen¬ 
eral use of such clauses, and to the com¬ 
parable prices in its area. 

The increased rate and charge so pro¬ 
posed has not been shown to be Justi¬ 
fied. and may be unjust, unreasonable, 
unduly discriminatory, or otherwise un¬ 
lawful. 

The Commission finds: It is necessary 
and proper in the public interest and to 
aid In the enforcement of the provisions 
of the Natural Gas Act that the Com¬ 
mission enter upon a hearing concerning 
the lawfulness of the proposed change, 
and that Supplement No. 6 to Pan 
American FPC Gas Rate Schedule No. 


120 be suspended and the use thereof 
deferred as hereinafter ordered. 

The Commission orders: 

(A) Pursuant to the authority of the 
Natural Gas Act. particularly sections 4 
and 15 thereof, the Commits uirit rule* 
of practice and procedure, and the regu¬ 
lations under the Natural Gas Act (1| 
CFR Ch. I), a public hearing .shall be 
held upon a date to be fixed by notice 
from the Secretary concerning the law- 
fulness of the proposed increa.^d nte 
and charge contained in Supplement No 
6 to Pan American’s FPC Gas Rate 
Schedule No. 120, 

(B) Pending the hearing and decision 
thereon, the supplement hereby is sus¬ 
pended and the use thereof deferred 
until May 1.1959. and until such further 
time as it is made effective in the man¬ 
ner prescribed by the Natural Gas Act 

<C> Neither the supplement hereby 
suspended nor the rate schedule nought 
to be altered shall be changed until thti 
proceeding has been disposed of or until 
the period of suspension has expired, 
unless otherwise ordered by the Com¬ 
mission. 

(D) Interested State comml^an* 
may participate as provided by fill 
and 1.37 cf) of the Commission s rules of 
practice and procedure (18 CFR 1.8 and 

1.37 <f>>. 

By the Commission (Commissionm 
Kline and Hussey dissenting). 

[seal! Joseph H. Outride, 

Secretary 

|F. R. Doc. 58-9682; Filed. Nov. 20. itt* 

8:49 a. m ] 


[Docket No. 0 - 16890 ] 

W. C. McBride, Inc .et al. 

ORDER FOR HEARING AND SUSPrXDtKC 
PROPOSED CHANGE IN RATE 

November 14, 1958, 

W. C. McBride. Inc., et al. (McBride) 
>n October 15. 1958. tendered for film* 
i proposed change in lt8 presently el¬ 
ective rate schedules for the ale ca 
latural gas subject to the Jurisdiction oi 
he Commission. The propotf'M 
rhich constitutes'on increased rate ana 
harge, is contained in the following 
gnntcd filing: 

Description: Notice of Change, dated Oe- 
ob cr 13. 1058, 

Purchaser: Trunkline Gas Comply 

Rate schedule designation*. Supplement"* 

; to McBride’s FPC Oas Rate Schedulei No n 

EffecUve date: December 1, 1958 (e™* 
late la the date proposed by McBrideI. 

In support of this favored nation In- 
Tease. McBride calls attention to W 
avored nation clause in its contract a 
o triggering increases in purchase 
rrunkline Gas Company. 

The increased rate and chart* ^ P. 
>o®ed has not been shown to be Juai 
md may be unjust, unreasonable, 
luly discriminatory, or preferential, 
itherwise unlawful. 

The Commission finds: It is n<- rC ** w 
md proper in the public interest ^ 
ild in the enforcement of the 
>f the Natural Gas Act that the Cumm& 
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jSon enter upon a hearing concerning 
thf lawfulness of the proposed change, 
md that .Supplement No. 5 to McBride’s 
FPC Gas Rate Schedule No. 1 be sus¬ 
pended rmd the use thereof deferred as 
hereinafter ordered. 

The Commission orders: 

(A* Pursuant to the authority of the 
Ktturol Qas Act, particularly sections 

4 and 15 thereof, the Commission’s rules 
of practice and procedure, and the regu¬ 
lations under the Natural Gas Act (13 
CFR Ch. I), a public hearing shall be 
held upon a date to be fixed by notice 
from the Secretary concerning the law¬ 
fulness of the proposed increased rate 
ind charge contained in Supplement No. 

5 to McBride’s FPC Gas Rate Schedule 
No. 1. 

(B> Pending the hearing and decision 
thereon, the supplement is hereby sus¬ 
pended and the use thereof deferred 
until May 1, 1959, and until such fur¬ 
ther time as it Is made effective in the 
manner prescribed by the Natural Gas 
Act 

<C> Neither the supplement hereby 
tuspended nor the rate schedule sought 
to be altered shall be changed untiVthis 
proceed:ng has been disposed of or until 
the period of suspension has expired, un- 
le» otherwise ordered by the Coxnmis- 
sion. 

<D> In forested State commissions may 
participate as provided by 83 18 and 
137 »f> of the Commission’s rules of 
practice and procedure (18 CFR 1.8 and 

117 it*). 

By the C ommission. 

issAt) Joseph H. Gutride. 

Secretary . 

IF R Dm 53 0683; Filed. Nov. 20. 1058; 

6:49 a. m | 


(Docket No. 0-168011 
Austral Oil Co.. Inc., rr al. 

OEDCR FOR HEAR 1 NO AND SUSPENDING 
PROPOSED CHANGE IN RATE 


November 14. 1958. 
Austral Oil Company. Inc., Operator. 
« al (Austral) on October 16. 1958, 
J«udered for filing a proposed change 
m iti presently effective rate schedule * 
tor the sale of natural gas subject to the 
Wwdiction of the Commission. The 
JjJWtted change, which constitutes an 
rate and charge, is contained 
the following designated filing: 

J**rtpucm: Notice of Change, undated. 

irchMor; United Fuel Oaa Company, 
ant* schedule designation; Supplement 
* to Austraiw FPC Gas Rato Schedule 


November 16. 1058 (effee- 
, .k' u the ftm day after the expiration 
o* required thirty day«* notice). 

AtlS s V pport of this periodic increase, 
u R lfttea that the increase is based 
ii An a pcrto< ^ c Pricing clause, the clause 
e ^enti al i>art of Its contract, and 

bu ^ r f te iOU 8ht to be altered is effective 
ra^.? bJect ^und. having been under 
^nMoa ln Docket Nor. 0-13842 and 


the proposed price Is as low as any in 
Austral’s area. 

The Increased rate and charge so pro¬ 
posed has not been shown to be Justified, 
and may be unjust, unreasonable, unduly 
discriminatory or preferential, or other¬ 
wise unlawful. 

The Commission finds: It is necessary 
and proper in the public interest and to 
aid In the enforcement of the provisions 
of the Natural Gas Act that the Commis¬ 
sion enter upon a hearing concerning the 
lawfulness of the proposed change, and 
that Supplement No. 3 to Austral’s FPC 
Gas Rate Schedule No. 2 be suspended 
and the use thereof deferred as herein¬ 
after ordered. 

The Commission orders: 

(A) Pursuant to the authority of the 
Natural Gas Act, particularly sections 
4 and 15 thereof, the Commission’s rules 
of practice and procedure, and the reg¬ 
ulations under the Natural Gas Act (18 
CFR Ch. I>, a public hearing shall be held 
upon a date to be fixed by notice from 
the Secretary concerning the lawfulness 
of the proposed Increased rate and 
charge contained in Supplement No. 3 to 
Austral’s FPC Gas Rate Schedule No. 2. 

<B> Pending the hearing and decision 
thereon, the supplement is hereby sus¬ 
pended and the use thereof deferred until 
April 16. 1959. and until such further 
time as It is made effective ln the manner 
prescribed by the Natural Gas Act. 

(C) Neither the supplement hereby 
suspended nor the rate schedule sought 
to be altered shall be changed until this 
proceeding has been disposed of or until 
the period of suspension has expired, un¬ 
less otherwise ordered by the Commis¬ 
sion. 

(D) Interested State commissions may 
participate as provided by 33 18 and 1.37 
(f> of the Commission’s rules of prac¬ 
tice and procedure 1 18 CFR 1.8 and 1.37 
<f>>. 

By the Commission (Commissioners 
Kline and Hussey dissenting). 

(seal) Joseph H. Gutride. 

Secretary. 

(F. R. Doc. 58 0684: Filed. Nov. 20. 1958; 

8:40 a. m.j 


(Docket No. 0-160371 
Hunt Oil Co. et al. 

ORDER POR HEARING AND SUSPENDING 
PROPOSED CHANGE IN RATE 

November 14,1958. 

Hunt Oil Company (Operator) et aL 
(Hunt) on October 17, 1958. tendered for 
filing a proposed change in its presently 
effective rate schedule for sales of nat¬ 
ural gas subject to the Jurisdiction of 
the Commission. The proposed change, 
which constitutes an Increased rate and 
charge, is contained in the following des¬ 
ignated filing: 

Description: Notice of Change, October 16, 
1058. 

Purchaser: Texas Eastern Transmission 
Corporation. 

Rate schedule designation: Supplement 
No. 2 to Hunt's FPC Gas Rate Schedule No. 
30. 


Effective dkte: November 17, 1958 (effec¬ 
tive date is the first day alter the required 
thirty days notice). 

In support of the proposed periodic In¬ 
creased rate. Hunt states that the in¬ 
creased price was provided for by the 
contract and was arrived at through 
arm’s-length bargaining; that the in¬ 
crease is not in excess of the fair mar¬ 
ket price for gas of like quality in the 
same general area; and that the pro¬ 
posed increase is needed to cover in¬ 
creased costs and to encourage further 
exploration and development. 

The increased rate and charge so pro¬ 
posed has not been shown to be Justified, 
and may be unjust, unreasonable, unduly 
discriminatory, or preferential, or other¬ 
wise unlawful. 

The Commission finds: It Is necessary 
and proper in the public interest and to 
aid in the enforcement of the provisions 
of the Natural Gas Act that the Com¬ 
mission enter upon a hearing concerning 
the lawfulness of the said proposed 
change, and that Supplement No. 2 to 
Hunt's FPC Gas Rate Schedule No. 39 
be suspended and the use thereof de¬ 
ferred as hereinafter ordered. 

The Commission orders: 

(A) Pursuant to the authority of the 
Natural Gas Act, particularly sections 4 
and 15 thereof, the Commission's rules of 
practice and procedure and the regula¬ 
tions under the Natural Gas Act < 18 CFR 
Ch. I), a public hearing be held upon a 
date to be fixed by notice from the Secre¬ 
tary concerning the lawfulness of the 
proposed increased rate and charge con¬ 
tained In Supplement No. 2 to Hunt’s 
FPC Gas Rate Schedule No. 39. 

(B> Pending such hearing and de¬ 
cision thereon, said supplement be and it 
is hereby suspended and the use thereof 
deferred until April 17, 1959, and until 
such further time as it is made effective 
in the manner prescribed by the Natural 
Gas Act. 

(C> Neither the supplement hereby 
suspended, nor the rate schedule sought 
to be altered thereby, shall be changed 
until this proceeding has been disposed 
of or until the period of suspension has 
expired, unless otherwise ordered by the 
Commission. 

(D) Interested State commissions may 
participate as provided by 81 1.8 and 1.37 
<f) of the Commission’s rules of practice 
and procedure (18 CFR 1.8 and 1.37 (f>). 

By the Commission (Commissioners 
Kline and Hussey dissenting). 

[seal] Joseph H. Guthrxde. 

Secretary . 

|P. R. Doc. 58-9685: Filed. Nov. 20. 1058; 

8:40 a. m.| 


ATOMIC ENERGY COMMISSION 

| Docket No. 5O-120| 

Aerojet-General Nucleonics 
application for construction permit 

AND FACILITY LICENSE 

Please take notice that Aerojet- 
General Nucleonics, San Ramon, Cali¬ 
fornia, under section 104c of the Atomic 
Energy Act of 1954, filed an application 
dated September 24,1958, for a construe- 
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tion permit and Class 104 facility li¬ 
cense for a nuclear reactor to be located 
at San Ramon. The proposed reactor 
has been designated by the applicant as 
the Aerojet Nuclear Testing Reactor 
(ANTR). It will be a light water mod¬ 
erated. beryllium reflected, pool type 
testing reactor designed to operate at 10 
megawatts (thermal). A copy of the 
application is on file in the AEC’s Public 
Document Room located at 1717 H Street 
NW.. Washington. D. C. 

Dated at Germantown, Md., tills 14th 
day of November 1058. 

For the Atomic Energy Commission. 

H.L. Price, 
Director. Division of 
Licensing and Rcgulction. 

(F. R. Doc. 58 9073; FUed. Nov. 20. 1958; 

8:48a. m.J 


HOUSING AND HOME 
FINANCE AGENCY 

Office of Iho Administrator 

Urban Renewal Commissioner and 
HHFA Regional Administrators 

DELEGATION OF AUTHORITY WITH RESPECT 

TO SLUM CLEARANCE AND URBAN RENEWAL 

PROGRAM. DEMONSTRATION GRANT PRO¬ 
GRAM. AND URBAN PLANNING GRANT PRO¬ 
GRAM; AMENDMENT 

The delegation of authority with re¬ 
spect to the slum clearance and urban 
renewal program, demonstration and ur¬ 
ban planning grant programs, effective 
as of December 23.1954 (20 F. R. 428-429. 
Jan. 19.1955), as amended (20 F. R. 4275. 
June 17. 1955; 21 F. R. 1468. March 7. 
1956; 21 F. R. 3038. May 5. 1956 ; 21 F. R. 
5385, July 18. 1956 ; 21 F. R. 5471, July 
20. 1956; 22 F. R. 2887. April 24. 1957; 22 
F. R. 4105, June 11. 1957; 23 F. R 1202. 
Feb. 26. 1958; 23 P. R 1611-1612. March 
6. 1958; 23 F R. 4820. June 28. 1958; and 
23 F. R 8413-8414. Oct. 30. 1958). is 
hereby further amended in the following 
respects: 

1. In subparagraph 1 <d> (6) <B), by 
deleting existing item lettered <B> and 
Inserting in lieu thereof the following: 
"Redevelopment or Urban Renewal 
Plans, except revisions in approved Re¬ 
development or Urban Renewal Plans 
which do not involve actions reserved 
under this delegation to the Administra¬ 
tor and/or the Commissioner;'* 

2. In subparagraph 1 (d) (6) <C), by 
deleting existing item lettered (C). 

3. In subparagraph 5 (1). by deleting 
the word “and". 

4. In subparagraph 5 (J), by deleting 
the period and Inserting and**. 

5. By adding the following new sub¬ 
paragraph 5 <k): "Approve revisions in 
approved Redevelopment or Urban Re¬ 
newal Plans." 

Effective as of the 21st day of Novem¬ 
ber 1958. 

[seal] Albert M. Cole. 

Housing and Home 
Finance Administrator . 

|F. R. Doc. 58-0675: Plied, Nov. 20. 1958; 

8:48 a.m.] 


Public Housing Administration 

Delegations or Final Authority 

MISCELLANEOUS AMENDMENTS 

Section n. Delegations of Final Au¬ 
thority is amended as follows: 

X. Paragraph C3 is amended to read 
as follows: 

3. To make determinations of prevail¬ 
ing salaries, wages or fees under the 
provisions of section 16 (2> of the United 
States Housing Act. as amended. 

Special Assistant to the Commissioner 
(Labor Relations). 

2. Paragraphs D4. E3. and E7 are 
amended by deleting therefrom "in ac¬ 
cordance with General Accounting Office 
General Regulation No. 109, Revised.'* 

3. Paragraph E2 is amended by chang¬ 
ing in the list of officials designated 
therein "Deputy Comptrollers" to "Dep¬ 
uty Comptroller". 

4. Paragraph E7 is further amended 
by deleting from the list of officials 
designated therein "Comptroller" and 
"Deputy Comptroller for Mortgage Op¬ 
erations" and inserting in lieu thereof 
"Director of the Mortgage Branch". 

Date approved: November 12.1958. 

tSEAL) Charles E. Slussrr, 

Commissioner. 

IF. R. Doc. 58-9066; Filed. Nov. 20. 1950; 

8:46 a.m. | 


SECURITIES AND EXCHANGE 
COMMISSION 

inie No. 70-3740 J 

New Orleans Public Service. Inc. 
notice or filing regarding proposal to 

TRANSFER TONDS FROM EARNED SURPLUS 

TO CAPITAL SURPLUS 

November 14, 1958. 

Notice Is hereby given that New Or¬ 
leans Public Service Inc. ("New Or¬ 
leans"), a public utility subsidiary of 
Middle South Utilities. Inc., a registered 
holding company, has filed with this 
Commission a declaration pursuant to 
the Public Utility Holding Company Act 
of 1935 ("act"), and has designated sec¬ 
tions 6 <a> (2) and 7 of the act as appli¬ 
cable to the proposed transactions. 

All interested persons are- referred to 
the declaration on file at the office of the 
Commission for a statement of the trans¬ 
actions therein proposed, which arc sum¬ 
marized as follows: 

At September 30. 1958 New Orleans' 
earned surplus amounted to $11,645,342. 
To convert a portion of such earned sur¬ 
plus into a more permanent form of capi¬ 
tal, New Orleans proposes to transfer 
from the earned surplus account to the 
capital surplus account, as at December 
31, 1958. the sum of 60 cents per share 
of its outstanding no par value common 
stock or an aggregate of $710,264.89. In 
the twelve month period to September 
30,1958. dividends charged to the earned 
surplus account aggregated $3,738,616, 
consisting of $631,141 on New Orleans* 
outstanding preferred stocks and $3,107,- 
475 (at the annual rate of $2.25 per 


share) on its outstanding common stock 
In computation in the future of dividends 
on the common stock the capital surplus 
account will be taken into account and 
combined with the common stock ac¬ 
count. 

The declaration states that no State 
regulatory agency and no Federal com¬ 
mission or agency, other than this Com¬ 
mission. has Jurisdiction over the pro¬ 
posed transactions, and that no fees or 
commissions are to be paid, and no spe¬ 
cial and separable expenses are antici¬ 
pated in connection with the transac¬ 
tions. 

Notice is further given that any inter¬ 
ested person may. not later than De¬ 
cember 1, 1958. request in writing that 
a hearing be held in respect of such 
matters, stating the nature of hi* inter¬ 
est. the reasons for 6uch request, and 
the issues of fact or law which he desires 
to controvert, or he may request that he 
be notified should the Commit ion order 
a hearing thereon. Any such request 
should be addressed: Secretary. Securi¬ 
ties and Exchange Commissior Wash¬ 
ington 25, D. C. At any time after ?Aid 
date the declaration may be permitted 
to become effective as provided uy Rule 
23 promulgated under the act. or the 
Commission may grant exemption from 
its rules under the act as provided by 
Rules 20 (a) and 100 thereof or take 
such other action as is deemeu appro¬ 
priate. 

By the Commission. 

(SEAL) Orval L. DuBors, 

Secretary. 

|P. R. Doc. 58-9668: Filed. Nov. 20. 1958; 

8:40 a. m. J 


TARIFF COMMISSION 

(List No. 24-7| 

Certain Shower Heads 

COMPLAINT RECEIVED 

* November 17.1958. 
The United States Tariff Commission 
hereby gives notice of receipt, on Novem¬ 
ber 10. 1958. of a complaint under sec¬ 
tion 337 of the Tariff Act of 1930 (19 
U. S. C. 1337) filed by Speakman Com¬ 
pany, Rlvervlew Works. Wilmington 99. 
Delaware, alleging unfair methods « 
competition and unfair acts in the im¬ 
portation and sale of certain fortis 
shower heads. ^ ^ 

In accordance with the provisions oi 
% 203.3 of its rules of practice and pro¬ 
cedure <19 CFR 203.3), the Commissi** 
has initiated a preliminary Inquin* 
the allegations of this complamt for 
purpose of determining <a» whether • 
institution of an investigation under sec¬ 
tion 337, above, is warranted, and w 
whether the issuance of a temporary 
dcr of exclusion from entry under . 
tion 337 (f) of the Tariff Act of i* 
(19 U. S. C. 1337 <f>> is warrants 
A copy of the complaint (cxcl 
confidential data) Is available for puM* 
inspection at the offices of the u 
states Tariff Commission locate i 

IS 2d. Sire..* NW, WWMJg 

D C.. and also at the New YorV 
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Friday, November 21, 19S8 

cffiee of the Commission located in Room 
437 of the Custom House. 

Persons desiring to submit informa¬ 
tion pertinent to the aforementioned 
preliminary inquiry may do so by sub¬ 
mitting their views in writing to the 
Secretary. United States Tariff Commis¬ 
sion, Washington 25, D. C., not later than 
December 3. 1958. Fifteen copies of any 
web submission are required. 

Issued: November 17. 1958. 

By order of the Commission. 

Donn N. Bent. 
Secretary , 

|P. R. Doc. 58-9000; Filed, Nov. 20, 1958; 
8:47 a.m.) 


INTERSTATE COMMERCE 
COMMISSION 


| Notice 49) 

Motor Carrier Transfer 


Proceedings 


November 18. 1958. 

Synop5<* of orders entered pursuant 
to section 212 <b) of the Interstate Com- 
orree Act. and rules and regulations 
prescribed thereunder <49 CFR Part 
lT9i, appear below: 

As provided in the Commission’s spe- 
ciil rules of practice any Interested por- 
mc may file a petition seeking recon¬ 
sideration of the following numbered 
proceedings within 20 days from the date 
ol publication of this notice. Pursuant 
Election 17 (8) of the Interstate Com- 
Ottte Act, the filing of such a petition 
2* Postpone the effective date of the 
order in that proceeding pending Its dis¬ 
tortion. The matters relied upon by 
Prisoners must be specified in their 
Petitions with particularity. 

b’o MC PC 60923. By order of No- 
t'eaber 10, 1958. Division 4, Acting as 
jo Appellate Division, approved the 
wsfer to Robert C. Danielsen. doing 
a t Rite-Move Storage and Van 
Waukegan, Ill., of a portion of cer- 
Hficatc in No. MC 22127, issued Septem- 
«r 13 1949, to National Van Lines, and 
amended June 27. 1957. changing the 
u? to Mercury Van Lines. Inc., Mil- 
***« portion of the certifl- 
bring transferred herein authorizes 
we transportation of: Household goods . 
ned by ConMnission, between 
in Wisconsin on the one hand and, 
Tm? e * oth * r - P°tots in Illinois. A, U 
jfft North Uth Street. MUwaukee 
4 • tor applicants. 

61544 * By order of 
22“** 1958, the Transfer Board 

the transfer to Smoky Moun- 
7 f , Tours. Inc.. Gatllnburg. 

* Certificate No. MC 110939 
Auzust 31, 1954. to Lewis P. 
Ut* q (i0ln « business as Smoky Moun- 
Tours. Oatlinburg, Tenn., 
In^.u *** transportation over 
^°otes of passengers and their 
nwj* 0, , n r °und-trlp sightseeing or 
Joq. . e toj 1 ” during the period from 
12?* ° ct °ber 31. Inclusive, of each 
tstn t BllmUlg ^ ending at Gatlln- 
ib# Lz— 1 * ^d extending to points In 
ix)UncJ cd by a line be gin- 
1 'jatimburg and extending north 


along Tennessee Highway 71 to Sevler- 
ville, Tenn., thence along Tennessee 
Highway 35 to Newport. Tenn., thence 
along U. S. Highway 25 to Henderson¬ 
ville. N. C„ thence along U. S. Highway 
64 to Brevard. N. C.. thence along U. S. 
Highway 276 to Waynesville. N. C.. 
thence along U. S. Highway 23 to Sylva, 
N. C., thence along North Carolina High¬ 
way 107 to Cashiers, N. C.. thence along 
U. 8. Highway 64 to Rainbow Springs. 
N. C.. thence along an unnumbered high¬ 
way known as Winding Stairs road to 
junction with U. S. Highway 19 near 
Nantahalla, N. C., thence along U. S. 
Highway 19 to Junction with U. S. High¬ 
way 129. thence along U. S. Highway 129 
to Maryville. Tenn.. and thence along 
Tennessee Highway 73 to Gatllnburg. 
Tenn.. with no pick-up or discharge of 
passengers or baggage enroute. Jack 
Reagan. Smoky Mountain Scenic Tours, 
Inc., Gatllnburg, Tenn. 

No. MC-FC 61553. By order of No¬ 
vember 7, 1958. the Transfer Board ap¬ 
proved the transfer to Otis Transporta¬ 
tion Co., Inc., New York, N. Y., of Per¬ 
mit No. MC 29133. issued October 20. 
1958 to The O-T Corp.. New York. N. Y.. 
authorizing the transportation of: meats, 
meat products, and meat by-products 
(other than liquids in bulk in tank vehi¬ 
cles, as classified in the appendix to the 
report in Modification of Permits-Pack- 
ing House Products. 46 M. C. C. 23. from 
New York. N. Y.. to points In Burlington, 
Mercer, and Ocean Counties. N. J.: from 
New York. N. Y.. to points In Monmouth 
County. N. J.; and from Jersey City and 
Newark, N. J.. to points in Burlington. 
Mercer. Monmouth, and Ocean Counties, 
N. J.; meats and packing-house products, 
between New York. N. Y.. and points In 
Essex. Hudson. Passaic, and Union Coun¬ 
ties. N. J., on the one hand. and. on the 
other. New York. N. Y.. points in Fairfield 
County. Conn., points in Nassau. Put¬ 
nam. Suffolk, and Westchester Counties, 
N. Y.. and those In Bergen, Essex. Hud¬ 
son, Middlesex. Morris. Passaic, Somer¬ 
set, and Union Counties. N. J.; Salt, 
sugar, and prepared flour, from Passaic, 
N. J., to New York, N. Y.: and vegetable 
oils, from New York, N. Y., to Newark, 
Passaic. Paterson, and Perth Amboy, 
N. J. Nathan E. Zelby, 160 Broadway, 
New* York 38. N. Y.. for applicants. 

No. MC-FC 61561. By order of No¬ 
vember 7. 1958. the Transfer Board ap¬ 
proved the transfer to Smltty’s Bus Line. 
Inc., Springfield, Mo., of certificate No. 
MC 52882 and MC 52882 Sub 6. issued 
February 11, 1958. and May 29. 1958. re¬ 
spectively, to H. B. Smith, doing business 
as Smitty’s Bus Line, Springfield, Mo., 
authorizing the transportation of: Pas¬ 
sengers and their baggage, and express 
and newspapers, in the same vehicle with 
passengers, over designated routes, serv¬ 
ing all intermediate points, between Fort 
Scott. Kans„ and Springfield, Mo., be¬ 
tween Springfield, Mo., and Ozark, Mo., 
between Ozark. Mo., and Mountain 
Home, Ark., between junction Arkansas 
Highway 5 and Arkansas Highway 178 
(formerly unnumbered highway), ap¬ 
proximately six miles north of Mountain 
Home, Ark., and the site of the Fllppin 
Material Company, approximately four 
miles north of Flippin, Ark., between 


Sedalia, Mo., and Springfield. Mo., be¬ 
tween Sedalia. Mo., and South Llncvllle, 
Mo., and between South Lineville, Mo., 
and Dos Moines, Iowa; passengers and 
their baggage, and express, in the same 
vehicle with passengers, over designated 
routes, serving all intermediate points, 
betwen Joplin, Mo., and Neosho, Mo., 
between Junction U. 8. Highway 60 and 
Missouri Highway 97. and Forest Park, 
Mo., and between Springfield, Mo., and 
the Missouri-Arkansas State line; pas¬ 
sengers and their baggage, and express 
and new'spapers. in the same vehicle with 
passengers, between Monett. Mo., and 
Neosho, Mo m serving the intermediate 
points of Pierce City and Granby. Mo.; 
passengers and their baggage, and ex¬ 
press. mail, and newspapers, in the same 
vehicle with passengers, between Junc¬ 
tion U. 8. Highways 60 and 66 (approxi¬ 
mately five miles north of Afton, Okla.), 
and Seneca. Mo., serving all intermediate 
points; between Fairland. Okla., and 
Junction U. 8. Highways 60 and 66, serv¬ 
ing all Intermediate points, between 
Seneca. Mo., and Springfield, Mo., serv¬ 
ing all intermediate points between 
Junction U, 8. Highways 60 and 71. and 
Camp Crowder, Mo., serving no inter¬ 
mediate points, between Springfield, Mo., 
and Lebanon. Mo., serving the inter¬ 
mediate points of Caffeyville, Conway, 
Holman. Lurvey’s Camp, Marshfield. 
Niangua, North view. Phillipsburg, and 
Stafford. Mo.: and passengers and their 
baggage, and express, mail, and news¬ 
papers, in the same vehicle with 
passengers, over alternate routes for 
operating convenience only, between 
Springfield, Mo., and Republic. Mo., 
serving no intermediate ponts. Louis W. 
Cowan. Suite 512 Voodruff Building, 
Springfield 4. Mo., for applicants. 

No. MC-FC 61601. By order of Novem¬ 
ber 6,1958, the Transfer Board approved 
the transfer to Raymond E. Neels. Ne¬ 
braska City. Nebr., of Certificate No. MC 
83294 Lssued August 13. 1941, to B. R. 
Myers, Nebraska City, Nebr., authorizing 
the transportation <l) over regular 
routes, of coal from Clarinda, Iowa, to 
Nebraska City. Nebr.; and <2> over 
irregular routes, of fresh vegetables and 
grain, from points in that part of Iowa 
w r est of U. S. Highway 71 and south of 
U. S. Highway 6, including points on the 
indicated portions of the highways speci¬ 
fied. to Nebraska City. Nebr.; canned 
goods, from Nebraska City. Nebr., to 
points In the above-specified Iowa terri¬ 
tory; household goods, between Nebraska 
City. Nebr.. on the one hand, and, on the 
other, points in Iowa and Missouri; and 
livestock, between Nebraska City. Nebr., 
and points within 15 miles of Nebraska 
City, on the one hand, and, on the other, 
Omaha. Nebr. Dale E. Fahrnbruch, 
Court House. Lincoln, Nebr., for appli¬ 
cants. 

No. MC-FC 61669. By order of No¬ 
vember 13. 1958, the Transfer Board ap¬ 
proved the transfer to K & A Truck 
Lines. Inc., an Iow r a Corporation, Betten¬ 
dorf, Iowa, of Certificates Nos, MC 
61592 and MC 61592 Sub 3. issued Novem¬ 
ber 13, 1956 and April 29. 1958. respec¬ 
tively. to K & A Truck Lines. Inc., an 
Illinois Corporation, authorizing the 
transportation, over Irregular routes, of 
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general commodities, excluding house¬ 
hold goods, with certain exceptions, and 
various specified commodities. <1> from 
and to; and (2) between; Iowa, Illinois, 
Missouri, Nebraska. Wisconsin. Indiana. 
South Dakota, and Minnesota, William 
A. Landau, P. O. Box 1634, Des Moines, 
Iowa, for applicants. 

No. MC-FC 61672. By order of No¬ 
vember 7. 1958, the Transfer Board ap¬ 
proved the transfer to Great Lakes 
Trucking Company, a Michigan Corpo¬ 
ration, Monroe. Mich., of Permit No. MC 
105326 Issued April 24, 1953, to Thomas 
E. Griflfln doing business as Great Lakes 
Trucking Company, Monroe. Mich., au¬ 
thorizing transportation <1> over regular 
routes, wax paper, panel boards, finished 
or unfinished, and raw material used in 
the manufacture thereof, between De¬ 
troit. Mich., and Toledo. Ohio, and the 
intermediate point of Monroe. Mich., and 
ofT-routc points within ten miles of De¬ 
troit; with service at the intermediate 
and olT-route points restricted to the 
transportation of panel boards, finished 
or unfinished, and raw paper stock used 
in the manufacture thereof, moving to or 
from Toledo, as follows: From Detroit 
over U. S. Highway 24 to Toledo; from 
Detroit over U. S. Highway 25 to Toledo; 
<2) over irregular routes, paper and pa¬ 
per products, between Monroe, Mich., on 
the one hand, and, on the other, points in 
Ohio. Thomas E. Griffin, 29 Washing¬ 
ton Street. Monroe, Mich., for applicants. 

No. MC-FC 61675. By order of No¬ 
vember 12. 1958. the Transfer Board ap¬ 
proved the transfer to Schneppcr Truck 
Line, Inc.. Evansville. Ind., of Certificate 
No. MC 28975 Sub 2, Issued July 6. 1950 
to Sylvester H. Schnepper doing busi¬ 
ness as Schnepper Truck Line, Evans¬ 
ville. Ind.. authorizing the transporta¬ 
tion of general commodities, excluding 
household goods and other specified 
commodities, over regular route between 
Evansville. Ind.. and Petersburg. Ind. 
Robert C. Smith. 512 Illinois Building. 
Indianapolis 4. Ind., for applicants. 

[seal] Harold D. McCoy. 

Secretary . 

IP. R. Doc. 58-0667; Piled, Nov. 20. 1058; 

8:46 a.m.) 


DEPARTMENT OF JUSTICE 

Office of Alien Property 

| Vesting Order 8A-2631 
Hungarian Commercial Bank of Pest 

In re: Securities owned by the Hun¬ 
garian Commercial Bank of Pest; F-34- 
256, F-34-492, F-63-60 (Zurich) SA. 

Under the authority of Title II of the 
International Claims Settlement Act of 
1949. os amended (69 Stat. 562). Execu¬ 
tive Order 10644. November 7, 1955 (20 
F. R. 8363). Department of Justice Order 
No. 106-55. November 23. 1955 (20 F. R. 
8993). and pursuant to law, after inves¬ 
tigation, it is hereby found and deter¬ 
mined: 

1. That the property described as 
follows: 

a. $15,000.00 face value European 
Mortgage Series B Corporation (a cor¬ 
poration organized under the laws of the 
State of Delaware) percent Income 
Bonds, due February 1. 1966, presently 
in the custody of Guaranty Trust Com¬ 
pany of New York, 140 Broadway. New 
York 15, New York, In blocked account 
XC 238A In the name of Credit Suisse 
(Swiss Credit Bank). Zurich, Switzer¬ 
land, evidenced by certificates 86, 185/1. 
332. 443. 583/91, for $1,000.00 each, reg¬ 
istered in the name of Schmidt & Co., 
together with any and all rights there¬ 
under and thereto, and 

b. $8,000.00 face value European Mort¬ 
gage Series C Corporation (a corporation 
organized under the laws of the State of 
Delaware) 7 percent Income Bonds, due 
September 15. 1967. presently in the cus¬ 
tody of Guaranty Trust Company of New 
York, 140 Broadway. New York 15. New 
York, In blocked account XC 238A in the 
name of Credit Suisse (Swiss Credit 
Bank). Zurich. Switzerland, evidenced by 
certificates M231/5 registered in the 
name of Pension Fund der Erstcr Buda¬ 
pest^ Dampfmuhlen Aktiengeselischaft 
and certificates M238/ 40 registered in the 
name of Koenigsmuhle Hedrich & 
Strauss A. G., for SI.000.00 each, together 
with any and all rights thereunder and 
thereto. 

Is property within the United States 
which was blocked in accordance with 
Executive Order 8389, as amended, and 


remained blocked on August 9,1055. and 
which is. and as of September 15. 1047, 
was owned directly or indirectly by 
Hungarian Commercial Bank of Peat, 
Budapest, Hungary, a national of Hun¬ 
gary as defined in Executive Order 838$, 
as amended. 

2. That the property describe herein 
Is not owned directly by a natural person. 

There is hereby vested in the Attorney 
General of the United States the prop¬ 
erty described above, to be administered, 
sold, or otherwise liquidated, in record- 
ance with the provisions of Title U of the 
International Claims Settlement Act of 
1949. as amended. 

It Is hereby required that the prop¬ 
erty described above be paid, conveyed, 
transferred, assigned and delivered to or 
for the account of the Attorney General 
of the United States in accordance with 
directions and instructions issued by or 
for the Assistant Attorney Oeneral. Di¬ 
rector. Office of Allen Property. Depart¬ 
ment of Justice. 

The foregoing requirement and any 
supplement thereto shall be deemed In¬ 
structions or directions issued under 
Title II of the International Claims Set¬ 
tlement Act of 1949. as amended. Atten¬ 
tion Is directed to section 205 of said 
Title H (69 Stat. 562) which provide! 
that: 

Any payment, conveyance, transfer, align¬ 
ment. or delivery of property made to lb« 
President or hla designee pursuant to this 
title, or any rule, regulation, Instruction, cc 
direction Issued under this title, shall u> tbf 
extent thereof be a full acquittance and dis¬ 
charge for all purposes of the obligation of 
the person making the some: and no penoa 
shall be held liable In any oourt for or In 
respect of any auch payment, conveyance, 
transfer, assignment, or delivery made m 
good faith In pursuance of and in rcUarw* 
on the provisions of this title, or of any rale, 
regulation, instruction, or direction u*ueo 
thereunder. 

Executed at Washington, D. C^ on 

November 13.1958. 

For the Attorney General. 

[seal! Dallas a Townsend 

Assistant Attorney General 
Director . Office of Alien Property. 

|F. R Doc, 58-0618: Filed. Nov, 19. 

8:47 a. m l 



















